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PEEFACE 


The aim of this book is to give a clear and comprehensive 
account of the main principles of the subject based on 
accurate scientific definitions and embodying the distinctive 
results of modern research. Both the experimental and the 
theoretical sides of the work have been fully treated, and 
great care has been taken to deal adequately with the 
many difficulties which arise in connection with the 
theoretical explanations of the various phenomena. 

The point of view of the writer is that of a teacher with 
many years’ experience in dealing with senior students 
of Electricity both on the Engineering and on the pure 
Physics side. This will explain why, in a book the scope 
of which is that of the Einal Degree Examinations of the 
Universities, certain of the elementary yet fundamental 
sections are treated at some length. Even the student 
who feels that he already has sufficiently grasped these 
fundamental principles will probably appreciate a revision 
on scientific lines. . 

The conception of 'potential^ the visualisation of tubes of 
force and irduciion, the idea of electron, and certain 
features and anticipations of the '‘New Physics” are intro- 
duced early, and kept im view^ t^^ Incidentally 

no apology is needed for the introduction at an early stage 
in the Magnetism of the ideas of permeability, hysteresis, 
etc., which are in most textbooks relegated to the later 
chapters; these terms are now in daily use, the student will 
repeatedly encounter them in his reading, and experience 
shows that an early elementary treatment is alike possible 
and desirable, minute details of theory and experiment 
being postponed to a later stage. 


PEEFACE 


Tlirongliont the hook special attention has been devoted 
to the various units and systems of units, and their relation- 
ships have been indicated, so that students may experience 
no difficulty in connection with modern research work or 
general problems necessitating a change from one system 
to another. The book contains numerous fully worked 
examples illustrating important principles and applications, 
and a large number of problems of a similar character to be 
worked bf" the student. The more important symbols recom- 
mended by the International Electro-technical Commission 
have been adopted. 

As already indicated, this work covers the ground of the 
FinalDegree Examinations of the Universities. The author 
is greatly indebted to the Senate of London University and 
to the Controller of H.M. Stationery Office for the permission, 
freely given, to insert the examination questions contained 
in the book. 


For this second edition several sections have been 
amended and extended, and a quantity of new matter has 
been added in connection with Magnetic Induction, Ships’ 
Compass Errors, the Dielectric Constant, the Induction 
Coil, Telegraphy and Telephony, Electromagnetic Waves, 
Conduction through Gases, Eadioactivity and the Electron 
Theory. In particular Chapters XXII. and XXY. have 
been much extended, and Chapters XXIII. and XXIV. 
have been re-written and considerably enlarged. 

The best thanks of the author are due to Mr. C. T. E. 
Wilson for the kind loan of his photographs on the tracks 
of a and ^ particle, etc., and for permission to reproduce 
them in the book. 
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MAG-]SrETISM.---FirNDAMENTAL PHEISTOMENA. 

1 , If atnral and Artificial Magnets. — The name 
magnet was applied at a very early date to pieces of a 
mineral found in Magnesia in Asia Minor. These speci- 
mens of what is now known as magnetite or magnetic 
iron ore (Ee3G4) were found to possess the following 
properties: — 

(o) They attracted small pieces of iron or steel. If rolled in iron 
filings and then lifted out, the filings were found to cling to certain 
parts, other parts remaining bare. Fre- 
quently there were two regions where 
the filings mainly adhered, and between 
them was a region showing no attraction 
(Fig. 1). The regions of greatest attrac- 
tion are called the pohs^ and the region 
midway between the poles where there 
is no attraction t]\e magnetic equator ov 
neutral line. All specimens do not exhibit definite poles. 

(6) If such a specimen as is shown in Fig. 1 were suspended so as 
to be free to turn in a horizontal plane, it came to rest in a definite 
direction nearly north and south, the one end always pointing 
towards the north aiid the other end towards the south. The utili- 
sation of this property in navigation led to magnetite being referred 
to as lodestone (A.S. loedan = to lead). The pole which points 
towards the north is called the north-seehing or, briefly, the north 
pole of the magnet, and the pole which points towards the south the 
south-' ao or of the magnet. 

(c) li bars of iron or steel were rubbed from end to end with one 
end of such a specimen as is shown in Big. 1, or if the bars were 
even held near the lodestone, they were converted into magnets, 
and possessed the same properties as the specimen itself. 

.M. ' ■■ ;;T " 



Fig. 1. 
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Magnetite is found in abundance in Scandiiiavia {e.g. 
Dannemora), Finland, tbe Urals, the States of New York, 
New Jersey, and Pennsylvania, and in Canada; it is also 
widely distributed in smaller amounts, occurring as grains 
in certain rocks, e,g, granite, and its presence leads to the 
magnetic properties of many basalts, of haematite, etc. 

Magnetite is often spoken of as ^ natural magnet, whilst 
a bar of iron or steel which has been magnetised either by 
rubbing with the natural magnet, or by more powerful 
methods to be described later, is called an artificial magnet. 
Nickel, cobalt and manganese, although considerably in- 
ferior to iron, can also be magnetised. In the study of 
magnetism which follows, artificial magnets of iron or 
steel are always referred to. 

2. Poles. Magnetic Attraction and Repulsion. 
The Earth a Magnet. — Permanent artificial magnets are 
made of hard steel (Art. 7) and are frequently horse- 
shoe-shaped or in the form of bars. As in the case of the 
natural magnet of Pig. 1, if a bar 
magnet be placed in iron filings, the 
latter adhere mainly to regions near 
the ends, and if the bar be suspended 
(Fig. 2) so as to be free to turn in 
a horizontal plane, it comes to rest 
g in a definite direction nearly north 
3 and south, the one end always point- 
ing northwards and the other south- 
wards. The strongest parts of 
the magnet are therefore near the ends, and these 
are referred to as the “ poles,” the one which points 
towards the north being called the “north pole” and 
the one which points towards the south the “ south 
pole ” of the magnet. 

The filings experiment above, and others, more exact, to 
be described later, indicate that the bar magnet exhibits 
magnetism in varying degree along its surface from zero at 
its centre to a maximum in regions near the ends, but it 
may be stated that at some distance from the magnet the 
action is very nearly the same as if the magnetic e:fiects 


Fig. 2. 
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were dne to two points within the har and mar the ends; 
these points may be regarded as the poles, and the straight 
line joining the poles is called the magnetic axis. 

The longer the bar in comparison with its thickness, the 
nearer the poles are to the ends. An indefinitely thin 
magnet would exhibit no lateral magnetism, and the poles 
would be at the ends ; such a magnet is called a simple 
magnet. The Robison hall-ended magnet consists of 
a magnetised steel rod on the ends of which balls of steel 
or iron are screwed, and it has been proved that this mag- 
net acts almost like a simple magnet with poles situated 
at the centres of the balls. 

Exp. Suspend a magnet by means of a thread as shown in Fig. 2. 
Bring the north pole of a second magnet gradually near the north 
pole of the suspended one i repulsion ensues. Remove the second 
magnet, bring the suspended one to rest and then bring the south 
pole of the second magnet near the north pole of the suspended one : 
attraction ensues. Similarly, bring the north pole of the second near 
the south pole of the first and the result is aitraction. Bring the 
south poles gradually together and the result is repulsion. 

The above establishes the fundamental law in magnet- 
ism, viz. like poles repel and unlike poles attract. 

The setting of a suspended magnet in a definite direction 
nearly north and south is merely another illustration of 
the law. The earth itself is a magnet having its magnetic 
** poles ” not so very far removed from its geographical 
poles. The magnetic pole in the northern hemisphere is 
called the “ north magnetic pole of the earth,” but it must 
be remembered that as it attracts the north pole of a mag- 
net the two are unlike poles, i.e. the north magnetic pole of 
the earth is like the south pole of a magnet. Similarly, the 
magnetic pole in the southern hemisphere is called the 
“ south magnetic pole of the earth ” ; but it attracts the 
south pole of a .magnet, and therefore the south magnetic 
pole of the earth is like the north pole of a magnet. 

The vertical plane in which the magnetic axis of a sus- 
pended magnet or a compass comes to rest is called the 
magnetic meridian of the earth at that particular place. 

The property of magnets (and of the earth) that they 
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iSity ”* ^*^^^* different characteristics is called “ po- 

^ ®l*®P®“ded magnet or compass does not, in general 
point geoaraphioally north was noted by Adsiger in 1269 and again 

from north was different at different places, 

nendi discovered that if a magnet were suitably sits- 

pended- freely suspended at its centre of gravity” as it is often 
worded— It came to rest in the magnetic meridian but with its north 
pole “dipping” in London, the angle 
between the horizontal and the mag- 
netic axis of the magnet being (then) 
7r50'. In general, in the northern 
‘n 'n s' s* h®J^^sphere the north pole of the abo\-e 

HWI.P Emiator slvT? ‘lip® downwards, and in the 

•p. „ ■ ■ southern hemisphere tlie south pole 

=■■ “'P® downwards, the dip angle being 

leS wt downwards (Fig. 3) The line drawli tSh 

fitof above magnet lies horizontally i.e. where the dm 

® magnetic equcUor. Further details of the 
earthy magnetisnfappear in subsequent pages. Needless^ 

Magnetic Induction by 
tbe Eartb. Magnetic Difference between Iron and 
Steel. 

Exp. Let the magnet ills' (Fig. 4) be fixed vertically in a 
clamp, and let a short piece of steel be brought near the^lower 
sTlil the magnet, and o!in|s to it as shoun 

at (a), pt another short piece of steel be now brought near the 
lower end of the piece ohnging to the magnet ; this second Zee is 
also attract^, and, if the magnet be strong enough, it will remain 
hanging to the first piece as shown at (6). If the first piece be now 
gently detached from the magnet, it wiU be found that the loZT 
piece still olinp to it, and, if the two pieces of steel be tested each 
will be fomd to be a magnet with poles as shown at (c). It will be 
noticed that these poles are arranged relative to one another and to 
the magnet NS, so that dissimilar poles are in contact, and there- 
fore exert mutual attraction. i^nere 

If this experiment ^ modified, as indicated in Fig. 6, by arrang- 
ing the magnet and the pieces of steel on a table so tha/they are 
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not allowed to come into contact with one another, it will he found 
that the result is exactly the same as before, only that the mag- 
netisation produced in the pieces of steel is somewhat more feeble 


ih) (0 


(«) 

Fig. 5. 

than in the first case. On removing the magnet NS, each piece of 
steel will be found to possess all the properties of a magnet as 
shown at (c). 

The phenomena indicated in the above experi- 
ments, viz. the making of a piece of nnmagnetised 
steel into a magnet by the influence of another 
magnet, with or without actual contact, are referred 
to as “magnetic induction,” and the steel is said to be 
magnetised by induction. The “ law of induced polarity ” 
is readily derived from the experiments. Thus in Fig. 6 (a) 
the end of the steel _ 

opposite the south [$“ fs |sj| 

pole of the inducing — -g ^ 

magnet is found to ^ g 

be a north pole. If 

the experiment be repeated, and a piece of unmagnetised 
steel OD (Fig, 6) be placed near the north pole of the 
inducing magnet AB, the end G of the steel opposite the 
north pole is found to be a south pole. Hence when a 
bar is magnetised ly induction, the end of it nearest the 
inducing jyole acquires polarity opposite to that of the in- 
ducing pole. 
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Tte experiments also indicate why a magnet attracts an 
J^agnetised piece of iron or steel. When brought near, 
tue iron or stol is no longer unmagnetised, but is mag- 
netised by induction, and by the law of induced polarity 
we have the conditions necessary for attraction. Thus 
indwtwn always precede the attraction between a magnet 
and a {previously) unmagnetised body. Further, if the 
north pole of a powerful magnet be brought near the 
north pole of a weaker one the two wiU repel, but 
the powerful magnet, acting inductively on the weaker 
polarity, and the repulsion change to 

. If it be required tx) test whether a given bar AB of iron 
of f "ifsnet, and if so to find its polanty, bring one Ld A 

a siMpended magnet or 
II ®’*traotion ensues, the bar may be a magnet with the 
° ** I*® unmagnetised originally and only 

inductively at the time, the north pole of the su^ 


jnetised, 

rFy repMon ia the only sure fesi/or polaHty!^ 

A vertical bar of iron (or steel) in the northern hemi 
sphere will be found to be magnetised by the earth’s 
inductive action, the bottom end being a north pole and the 
top ^ a south pole. A. horizontal bar of iron laid 
paraliel to the direction in which a suspended magnet or 
a compass n^dle comes to rest wiU also be found to be 
magnetised, the end pointing northwards being a north pole, 
but the magnet ^ not be quite so strong as in the case 
of the vertical bar. A bar of iron held parallel to the 
direction m wkch a compass points, but inclined at an 
Mgle of about 67° to the horizontal, its lower end 
towards the north, wiU be even more strongly magnetised 
th^ the vertical bar, the lower end pointing northwands 
being a north pole, 

“ ^^“ent With the “law of induced 
magnetic pole of the earth is similar 
to the south pole of a magnet: it induces a north pole in 
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tlie end of tlie iron towards it, Tiz. the lower end of tlie 
vertical bar, and tbe ends pointing northwards of the 
other bars. In the southern hendsphere the vertical bar, 
for example, would for a like reason be magnetised by the 
earth’s inductive action, with the bottom end a south ^ole 
and the top end a north pole. 

Iixp. Repeat tli6 first experiment (Fig. 4), using pieces of soft 
iron of equal weight to the pieces of steel. Whilst only about two 
pieces of steel could be hung on the magnet, perhaps eight or nine 
pieces of soft iron can be attached one under another.^ This shows 
that the iron magnets are stronger, f.e. that soft iron is more readily 
magnetised than hard steel. 

Detach the upper piece of iron from the magnet. Whilst the 
pieces of steel still hung together and showed polarity, the pieces 
of soft iron fall away from each other, and when tested show no 
signs of magnetism. This 

shows that soft iron loses its A 

magnetisation much more • 

The first fact may also be L — ! 1 v . I — I 

shown thus : — Place equal ^ron. Steel, 

pieces of iron and steel at 
equal distances from a com- 
pass needle, as shown in Fig. 7. The compass acts inductively on 
each bar, so that each tends to attract it, but the compass is deflected 
. towards the iron^ showing that this is the stronger. The iron must 
be moved to a greater distance (dotted lines) in order that the two 
attractions may counteract each other. 

TKe power of retaimug magnetisation when the 
inducing influence is removed is called retentivity ” 
and the magnetisation retained is called ‘^perma- 
nent” or “residual” magnetism. The retentivity of 
steel is greater, therefore, than that of soft iron, and is in- 
\ creased by the presence of 5 to 8 per cent, of tungsten or 
l abont 4 per cent, of molybdenum (Arts. 7, 12). It may be 
mentioned that soft iron may indicate more residual mag- 
netism than steel if carefully protected from the least dis» 
turbing influence, bnt very little disturbing eJEect will wipe 
out the magnetisation ; in saying the retentivity of steel is 
the greater, reference is made to the more stable condition. 
Material which retains a good portion of its magnetisation 
despite disturbing influence is also said to have a large 



8 ' MA.0FETISM. — PtriTDAMENTAL PHBTOMENA. 

v- coaroivity ; the coercivity of steel is larger, therefore, than 
that of iron. These terms will be more exactly defined and 
better understood later. 

V^The stronger the poles developed in a material 
when tinder a given inductive influence the greater 
is said to he the “ susceptibility of the material to 
magnetisation ; hence the susceptibility of soft iron is 
greater than that of steel. Clearly, then, if a magnet be 
required to acquire quickly strong magnetisation and to 
become demagnetised quickly, it must be made of soft 
iron ; this is the case with electromagnets (Art. 7), and 
the material employed is frequently the best Swedish soft 
iron, well annealed. 

4. Bemagnetising Effect of Magnetic Poles. — The 
preceding explains the demagnetising effect of a magneton 
itself. Thus if N8 (Fig, 8) be a permanent magnet and 0 
any point in it, then at 0 there will be a magnetic force 
acting in the direction from N towards 8, due to the poles 
of the magnet. This tends to magnetise, by induction, the 
material at 0, so that southeA polarity is towards AT and 
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Fig. 8. Fig. 9. 

northern polarity towards a distribution of magnetisa- 
tion exactly opposite to that of the magnet. This demag- 
netising effect is reduced by arranging bar magnets in 
pairs as shown in Fig. 9, with soft iron keepers '' across 
the poles. The north pole of the magnet, for example, 
induces a south pole in the part of the keeper in contact 
with it, and the effect of this at any point of the magnet 
is equal and opposite to the effect of the magnet pole. 
The function of keepers will be better understood after 
reading Art. 8, 

Again let Fig. 10 represent a bar of iron lying off the 
north pole of a magnet, and therefore magnetised by in- 
duction as indicated. If an isolated north pole be imagined 
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free to move at the point 0, it will be urged to the right 
by the inducing magnet, but the induced poles in the bar 
will tend to urge it towards the 


left ; thus the force on the north 
pole at 0 is less in the bar than 
at the same point 0 when the bar 




s n 


Fig. 10. 


> 


is not there, owing to the de- 


magnetising effect of the poles. This fact is of importance 
later. , 


Magnetic Field, Iiines of Force- and Induction, 
Tubes of Force and Induction. — The magnetic field 
of a magnet is the whole space round about the 
magnet where its infiuence is felt, i*e, the whole 
space in which magnetic force due to the magnet 
can be detected. The extent of a magnetic field actually 
observed in practice depends, therefore, on the sensitiveness 
of our means of observation. 


Consider a point P in the field of a bar magnet, and 
imagine an isolated north pole perfectly free to move to be 
situated at P. It will experience magnetic forces due to 
the magnet, being attracted by the south pole and repelled 
by the north pole, and will move in a certain definite direc- 
tion, viz. the direction of the resultant force at P. As the 
pole changes its position relative to the magnet, the direc- 
tion of the resultant force changes, and the direction of 
motion changes accordingly. Thus the pole will be urged 
along a curve starting from the north pole and terminating 
at the south pole of the magnet. The line {or curve) along 
which an isolated north pole would travel if free to move in 
a magnetic field is called a line of force. An isolated south 
pole would, of course, move in the opposite direction, but it 
is customary to speak of the direction in which a north 
pole would move ; this is sometimes called the positive 
direction of the line of force. 


In practice it is impossible to obtain a single pole (Art. 
8) ; hence consider a small compass needle placed at 
the point P. Its north pole will tend to move along a. 
line of force, and so also will its south pole, but the latter 
will tend to move the other way. The net result will be 
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that the compass, being small, will set itself with its mag- 
netic axis in the direction of the magnetic force at P, which 
in the case considered will he a tangent ta the line of force 
through the point F. Clearly, if the lines of force in a field 
are straight, the compass needle will set itself its 
magnetic axis along the lines. If the needle is a very small 
one, or if it is a piece of iron filing magnetised by induction, 
we may assume that it lies on and along the line of force 
whether straight or curved, and this furnishes a means 
of tracing out the lines of force in any particular case. 

To summarise : A line of force is a line along which 
an isolated north pole would travel if free to move 
in a magnetic fi.eld, and it is such that the tangent 
at any point gives the direction of the resultant 
force at that point. 

Eatps. To exhibit the lines of force in a magnetic f eld by means of 
iron flings*— Let a sheet of thin glass or thin pasteboard be placed 
over a magnet, and let iron filings be dusted over it. It will be 
noticed that as the filings fall on the card, they at once come under 
the inductive action of the magnet, and each, becoming a magnet, 
sets itself parallel to the direction of the resultant force at the point 
where it is placed. On gently tapping the card, the filings thus 
arrange themselves in continuous curves, and roughly map out the 
lines of force in the plane of the card. 

Fig. 11 shows the general arrangement of the filings over an 
ordinary bar magnet, and the student may readily verify the fact 
that the direction of the magnetic force at any point is tangential 
to the curve passing through that point. The lines of force are sup- 
posed to run from N to 8, that is, in the direction in which a north 
pole would travel. 

Fig. 12 shows the general direction of the lines of force between 
two dissimilar poles of two bar magnets, and Fig. 13, for a horse- 
shoe magnet, illustrates the same thing. 

The distribution of the lines of force between two similar poles is 
shown by Fig. 14. In the previous cases, the lines from a north 
pole, N, curve round and enter a south pole, 8. In this case, the 
lines from one north pole do not run into the other north pole. 
The two sets repel each other and travel out at the sides, each set 
going back to the south pole of its own magnet.^ Since lines offeree 
cannot intersect each other {see page 15), Fig. 14 is not strictly correct 
{see Fig. 16). Figs. 15 to 21 indicate the best method of sketching 
various cases of lines of force. 

It must be remembered that the above figures only 
allow the lines of force in the plane of the card, that is. 
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they represent longitudinal sections of the field. - AH 
longitudinal sections are, however, exactly similar, so that 
the figures completely represent the field if we remember 
that the lines of force surround the magnet on all sides, 
and that the above figures represent their disposition in 
any longitudinal section. * It must further be remembered 
that lines of force have no real existence — ^they are merely! 
graphical representations of the direction of the magnetid 
force at any point in a field of force, and the experiments 
with the filings are merely magnetic devices for indicating 
to the eye the general direction of these forces, just as a 
chain hanging vertically indicates the direction of the 
force of gravitation. 

Exps. To exhibit the lines of force in a magnetic feld by means 
of a small compass needZe.— This ia a irnioh more sensitive and 
accurate method than that of iron filings. The general procedure 
is to place a small compass, ws, in the field, and to make a mark op- 
posite each end (Fig. 22). The compass is then moved 
along until the end s is exactly over the mark which s 
has just been made opposite n, and the new position of 
n is marked. This is repeated, and finally a curve is _ 
drawn through the various points thus obtained ; this Fig. 22. 
is the line of force required, and the whole field can be 
mapped out in this way by starting the compass from different 
positions. The following special cases should be traced : — 

(а) Place a sheet of drawing-paper on the table, and trace the 
lines of force due to the earth’s horizontal field. If no iron or steel 
or magnet be near to interfere with the result, a series of parallel 
straight lines will be obtained running nearly north and south. 
The positive direction of the lines, i.e. the direction in which the 
north pole is urged, is from the south towards the north. 

(б) Using a large sheet of drawing-paper, place a magnet on the 
middle of the pap.er with its length in the magnetic meridian, its 
south pole pointing northwards, and trace the combined field of the 
earth and the magnet. ITig. 23 shows the result obtained. At 
points near the magnet the forces due to the magnet predominate,, 
and the lines obtained are similar to those displayed by the filings 
in Fig. 11. At more remote points the earth’s field predominates, 
and we get the earth’s lines, distorted, however, by the presence of 
the magnet. Due magnetic north of the magnet the horizontal 
field of the magnet is in the opposite direction to the horizontal 
field of the earth ; hence at a certain point X the two fields are 
equal and opposite, and the resultant horizontal field is therefore 
zero. X is called a null or Beutral point. At points between X 
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and the magnet pole the compass obeys the magnet and «e^5 with iu 
north pole pointing southwards, towards the south pole of the mag- 
net. Beyond X the compass obeys the earth, and sets with its north 
pole pointing northwards. At X the compass sets dn any position. 
There will be a second null point off the other pole of the magnet 
and due magnetic south of it. 

(c) Repeat the experiment with the magnet in the magnetic meri- 
dian as before, but with the north pole pointing northwards. Fig. 24 
gives the result. In this case it will be readily seen that the earth’s 
horizontal field and the magnet’s horizontal field are in the same 
direction off the ends of the magnet, but they are in opposite direc- 
tions off the sides of the magnet. The null points X where the two 
fields are equal and opposite are as indicated, i.e. on the line bisect- 
ing the axis of the magnet at right angles. 

{d) Repeat the experiment with the bar magnet lying east and 
west at right angles to the meridian. Fig. 25 gives the result when 
the south pole of the magnet is towards the east. X is again a null 



Fig. 26. 


point, and there is another diagonally opposite to X. Repeat with 
the north pole of the magnet towards the east. 

The above experiments are of importance, since certain magnetic 
measurements can be obtained from them. 

From the definition of a line of force given above, it 
is clear that lines of force cannot intersect, for if two lines, 
for example, crossed each other, it would mean that at the 
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point of intersection the resultant force would act in two 
different directions, which is impossible. _ ^ 

V So far we have concerned ourselves only with the space 
outside the magnet— the “external held” as it is called— 
and we have seen that the lines of force pass^from the 
noHli pole througb. the field to the south pole, this being 
the positive direction, i.e. the direction in which a north 
pole would be urged. Further, these lines on reaching 
the south pole are continued through the substance of the 
niasjnet finally reaching the north pole again and forming 
closed curves. As will be seen later (Art. B7a), the parts 



Fig. 26 . 


of these closed curves inside the magnet are, however, not 
fines of force as previously defined but what are called lines 
of induction (in cl%t lines of force are also lines of in- 
duction— see next page). Thus when a fine of induction 
GBA (Fig. 26) leaves the magnet at A it is continued into 
the fine of force (which is also a line of induction) 
in the air, and when this passes from the air to the magnet 
it is continued into the line of induction in the magnet. 
For simplicity we are, at this stage, making no reference 
to the earth’s field in which the permanent magnet 
is lying, nor to the field in the magnet in the directions 
N to 8 due to Us own foles (demagnetising effect). 
Again, polarity appears on those parts of the surface of 
a magnet where lines emerge from it into the air or pass 
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from tho air into the magnet, northern polarity appearing 
at the former regions and southern polarity at the latter. 
In the case of a simple magnet the lines emerge from, and 
pass into, the ends only, and there is no lateral magnetism 
(Pig.27). 



Fig. 27. 


It may now be mentioned that 1 / -we fix our attention on 
the idea of induction which takes place in a magnetic field, 
and define a line of induction as the direction along 
\ which induction takes place, we are concerning ourselves 
more with the idea of some alteration in the medium due 
to the magnetic force, and the closed curves we have been 
dealing with, both the parts in air and the parts in the 
magneD, are “ lines of induction ” throughout, in air they 
are also lines of force. These ideas will, however, receive 
fuller treatment later ; for the present we are dealing with 
the external field of a permanent magnet in air and the 
direction of the forces in that field, and therefore with the 
hues of force as previously defined, and as shown directly 
by the previous experiments. 

y/ Earaday, whose attention was directed to the influence of 
^he medium between two magnetic poles rather than to 
the action of the magnetic poles on each other at a dis- 
tance, pictured the magnetic effects which take place in a 
magnetic field as being due to a condition of strain in the 
I medium, consisting of a tension in the direction indicated 
I by the lines of force and a pressure at right angles to that 
direction. The effect, in f act , is the same as if each line of 
force tended to contract in the direction of its length (Just 
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as a stret ched elastic cord would tend to contract), whilst 
EnesT^ning ' in the, sameTGrection tendedToT^pel:, eac^ 
other. Thus longitudinal contraction accounts for the 
attraction between the unlike poles of Pig. 12, whilst 
lateral repulsion accounts for the repulsion between the 
like poles of Pig. 14, and similar remarks apply in all 
other cases of attraction and repulsion between magnetic 
poles. Further, when a magnet is deflected from its posi- 
tion of rest in a magnetic field, the lines of force will be 
distorted, and, tending to shorten, will exert a stress upon 
the magnet tending to bring it back to its original position 
of rest in the field. 

the mathematics of lines of force it is usual to con- 
ceive them gathered together in such a way as to form 
tubular spaces (which will, for example, be cylindrical if 
the lines of force are straight and parallel, conical if the 
lines of force are straight and not parallel), such tubes 
touching each other laterally and filling the entire field. 
These are called tubes of force, and when conceived on a 
definite plan so that a definite number emanate from any 
given pole they are called unit tubes of force (Art. 18). 
The stronger the magnetic pole the more unit tubes of 
force are conceived to emerge from it, and the stronger a 
magnetic field the more, unit tubes pass through a given 
area; in fact, as will' be seen later, the number of unit 
tubes of force per unit area taken at right angles to the 
direction of the force at any point in a, magnetic field is, 
by convention, numerically equal to the strength of the 
field at that point. 

If these tubes be endowed with the property that they 
tend to contract in the direction of their length and to 
j expand laterally, we have an explanation of the funda- 
mental facts in magnetism. Carrying the conception 
further, we may say, in the case of a permanent magnet in 
air, that tubes of force pass from the north pole through 
the external field to the south pole and are then , continued 
through the magnet as tubes of induction from the south 
pole to the north pole. Further, as mentioned above in 
the case of lines of force and induction of a magnet in air, 
if we concentrate on the idea of induction due to mobgnetic 
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/orce, the closed circuits are tubes of induction throughout. 
In air they are also tubes of force. 

Two warning notes may be given at this stage. Many text- 
books nse the expression “lines** in quantitative work where 
“unit tubes,** conceived on a definite •plan to be given later, is 
really intended, and in electrical engineering it is, in fact, the 
custom. The importance of this statement will be understood 
after reading Chapter II. In the sections which follow “ lines *’ is 
used in a general sense and “unit tubes** whenever numerical 
relations are referred to. 

The reader will probably have grasped the distinction between 
“lines or tubes of force** and “lines or tubes of induction” from 
the preceding : they refer to different ways off looking at the actions 
in a field. When we speak of the magnetic force in a magnetic 
field we are thinking of the action of the medium on something 
other them itcelf; in fact, the intensity of a field is measured by the 
force it exerts on a certain pole put in it. When we speak of 
induction we are thinking of some change in the medium itself The 
student of mechanics will see that the former corresponds to 
“ stress *’ and the latter to “ strain/* and just as 
Strain cc Stress, 

so Induction oc Intensity, 

t.c. BocR. 

The unit of induction, however, is so taken that in air (strictly 
in vacuo) B = H, and lines or tubes of induction in air coincide 
with lines or tubes of force. In a maghetisable medium {e.g. iron 
in a magnetic field) B and H have different values, B being greater, 
and the lilies or tubes of induction exceed the lines or tubes of 
force ; in crystalline media the lines or tubes of force and induction 
do not even necessarily coincide in direction. All these points willj 
however, be discussed later. 

6. Methods of Making Magnets.— Given one magnet 
(or more) any number can be made by utilising the 
property of induction. 

Exps. To make a magnet by the methods 
of (1) single touchy (2) divided touch, (3) 
double touch. 

(1) Single Touch. — ^Place the bar AB to 
be magnetised on the table. Hold a per- 
manent magnet NS in the position indicated 
(Fig. 28), and rub the bar from end to end 
several times with one pole — the north in 

Fig. 28— of the magnet. The magnet must be drawn over the bar 
always in the same direction, A to and each time the end B is 
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reached it must be lifted well clear of the bar in carrying it back 
to the end A. This rubbing process must be repeated on the other 
side of the bar, which will be magnetised as shown, the end B 
being a south pole and A a north pole. It will be noted that the 
end of the bar where the rubbing magnet leaves it is of opposite 
polarity to the rubbing pole. 

(2) Divided Touch. — Two bar magnets are placed m line on the 
table with imlike poles facing, and the bar to be magnetised is 
placed with its extremities resting on these two poles (Fig. 29). 
It is then rubbed from the middle outwards by the dissimilar poles 
of two other magnets, the rubbing ends of which follow the paths 



indicated by the dotted lines and arrows. The end of the bar on 
the left rests on a south pole, and that half of the bar is rubbed by 
a south pole ; the other end rests on a north pole, and that half is 
rubbed by a north pole. By the rule given for “ single touch ” the 
end of the bar on the left is a north pole and that on the right a 
south pole, and the effect of the bottom magnets is also to 
magnetise the bar in this direction by induction, 

(3) Double Touch.-— The bar and magnets are arranged as above, 
a piece of wood or cork being placed between the poles of the 
rubbing magnets. These are then moved together from the middle 
to either end, back to the other end, and so on backwards and 
forwards, finishing at the middle. The rule for polarity is as 
before. 

Except for tbe occasional magnetisation of knitting- 
needles, etc., for laboratory purposes, tbe above methods 
have been superseded bj methods based on the utilisation 
of an electric current, and known as electromagnetic 
methodSt Thus if a coil of insulated copper wire be 
wrapped round, say, a cylinder of cardboard (forming 
what is called a the bar to be magnetised 

inserted in the cylinder, and a strong electric current 
passed through tlie coil, the har will be found to be 
magnetised (Eig. 30). If it be of steel, when the current 
is stopped and the bar removed it will be found to be a 
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pamanent magnet ; if it be of soft iron it will be a strong 
magnet while the current is passing, but will lose the bulk 
of its magnetisation when the current ceases. The details 
of these electrical methods will be given later, but the* 
following “ rules for polarity ” maybe noted : — 

(a) Looking at the end of the bar, if the current in the cod 
is counter-clockwise in direction that end will be a north pole ; 
if it he clockwise that end will be a south pole, (End Rule.) 

(&) Mold the thumb of the right hand at right angles to 
the fingers ; place the hand on the wires with the palm facing 
the bar and the fingers pointing in the direction of the 
current. The thumb will point towards the north pole of the 
bar, (Hand Rule.) 

(c) Imagine a man swimming in the circuit in the direc- 
tion of the current, with his face to the bar ; his left hand will 
point towards the north pole of the bar. (Ampere’s Rule.) 

Erom the above it follows that to convert a horseshoe- 
shaped piece of iron or steel into a magnet by this method, 
one limb must be wound in one direction and the other in 
the opposite direction, so pa ^ 

that the ends may be north / \ 

;and south poles respec- 
tively (Pig. 30). 

Electromagnets Goumst oi ^ ^ I 

eores of soft iron wrapped “>tl7 
round with coils of insu- s N 
iated copper wire. The Fig.* 30. 

•cores become powerful 

magnets while the current is passing, and bars of steel 
■can be converted into magnets by rubbing th^m over the 
poles of these electi:omagnets after the manner, for ex- 
sample, of single touch. Mere contact, in fact, with a 
jpole of a powerful electromagnet will often convert a bar 
<of iron or steel into a strong magnet. 

Practical Points. — From the results of numerous 
(Experiments the following practical points may be sum- 
imarised. 

For permanent magnets steel should be used containing 
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from 5 to 8 per cent, of tungsten and from *4 to ; 6 per 
cent, of carbon. Mme Curie’s experiments seem to 
indicate that the presence in the steel of about 4 per 
cent, of molybdenum is even more effective than tungsten 
in producing permanence of magnetisation. Owing to the 
demagnetising action of the poles of a magnet on itself, 
long bars have greater powers of retaining their magnetisa- 
tion than short bars, for the poles are further apart, and 
therefore exert less demagnetising effects on the more 
central portions of the bar ; hence for permanent magnets 
the ratio of the length to the diameter — the “ dimensiom 
ratio ” as it is called — should be as large as 
possible. 

The more nearly the magnet is formed 
into a closed circuit the more permanent is 
its magnetism. Hence, in the case of horse- 

shoe magnets, the nearer the poles are 

brought together the better is the result from 
Fig. 31. this point of view ; it has also been shown 

• that in this case, if the magnet be provided 

with enlarged pole pieces (Fig. 81), the demagnetising 
effect is reduced and greater constancy results. 

The magnet should be forged at as low a temperature as 
is convenient in practice. Before hardening, it is advisable 
to heat it to about 900° 0., allow it to cool to about 
750° 0., maintain it at this temperature for a time, and 
then allow it to cool; this tends to make the material 
normal and homogeneous. In hardening it should be 
heated to about 950° C., allowed to cool to about 700° C., 
and then quenched at this temperature in oil at about 
20° 0. The magnet should then be matured by steaming 
for several hours, allowing it to cool once or twice during 
the process. It should be magnetised by some electro- 
magnetic method, being gently tapped by a wooden mallet 
during the process. The current should not be stopped 
suddenly, but should be reduced gradually to zero. 

\/ Early experiments showed that in the case of thick steel 
bars, only the surface layers were magnetised ; thus, if such 
a magnet were placed for a short time in strong nitric 


acid and the surface layers eaten off, the magnet was 
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found to hme lost piucticallj all its magnetisation. This 

led to the introduction of magnets, in which 

several thin bars of the required 

length were separately mapet- 

ised and bound together. Fig. 32 "“I 

shows the simple forms of a com- |||| / A 

pound bar magnet and a com- p Jw 

pound horseshoe magnet. All ... p 

the north poles of the component . HIP- 

magnets are at N., and constitute 

the north pole of the compound Fig. 32. 

magnet. Similarly, all the south 

poles of the component magnets at S constitute the south 
pole of the compound magnet. Electromagnets ajre also 
often built up of thin strips or wires. Magnets built up 
in this way are also called laminated magnets. Modern 
fine-grained steel and modern methods of magnetising 
have practically done away with the necessity for com- 
pound permanent magnets. 

In the ease of an electromagnet the material and shape “ 
depend on the purpose for which the magnet is to be 
employed. Being usually intended to quickly take up 
and quickly lose magnetisation, the cores should be of 
pure Swedish iron thoroughly annealed. Since the de- 
magnetising effect of short magnets is very pronounced, 
the cores are often short. If the electromagnet is to act 
upon an armature at a fair distance, the poles should not 
be too near together, otherwise the lines of force will pass 
from pole to pole without traversing the armature. If 
the electromagnet is to exert a maximum pull over a short 
distance, the magnetic circuit of the electromagnet should 
be as complete as possible, and the pole area must be kept 
small, Le. the surfaces of contact of the magnet and its 
armature should be rounded off. Theory shows that the 
pull (P) between two magnet faces of area A square 
centimetres is given by the expression 

P ~ dynes (Art. 276), 

where P is the number of unit tubes per square eefdimetre 
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at tlie surfaces of contact. Eounding off tlie poles will 
decrease tlie area of contact A, .but the resulting increase 
in JB, and therefore B% will considerably more than com- 
pensate. 

The strength of an electromagnet also depends, of course, upon 
the strength of the current and upon the number of times it is 
carried round, ie, upon the number of turns in the wires, but the 
magnetisation is only proportional to these two factors when the 
core is far from being completely magnetised, i.e. far from satura- 
tion. Frohlich’s law of the electromagnet is 




a + 


where has the same meaning as before, I is the current, and a 
and ^ are constants. Thompson gives the formula 

i H- i 

where B'' is the total number of unit tubes emanating from the pole 
of the magnet, Y is the maximum number of unit tubes if the 
current were indefinitely increased, and V is the current necessary 
to half saturate the iron, or, as it is called, the diacritical 
current. These formulae need not be learned; they are merely 
inserted here for reference. 

8. The Molecular Theory of Maguetisation.^ — ^Ac- 
cording to this theory^ — 

^ (1) The molecules, not only of a magnet but also of a 
piece of unmagnetised iron or steel, are complete magnets. 

(2) Before the material is magnetised, these molecular 
magnets under the influence of their own mutual forces 
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arrange themselves with their magnetic axes in various 
directions so as to form closed circuits amongst themselves, 
in which case no lines pass out into the external space 
and the material exhibits no signs of magnetisation. The 
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actual irregular arrangement of the molecules of an un- 
magnetised bar of iron is not known, but it is possible 
that the particles arrange tbemselTes in neutralising 
groups of two or more molecules, stable under ordinary 
circumstances, somewhat as indicated in Fig. 33. 

(3) The process of magnetisation consists in rotating 
these molecular magnets so that their axes point more or 
less in the direction of the magnetising force (^.e. the 
influence producing magnetisation), their north poles thus 
pointing one way and their south poles the other. The 
restraining influence which prerents them all pointing one 
way on the application of 'the least magnetising force is 
due to the action of each molecule on its neighbour. As 
the magnetising force increases so more and more mole- 
cules become rotated, until, when ail point in the proper 
direction, the material is magnetised to saturation, and 
no further increase in magnetising force can increase the 
magnetisation. 

The conditions are now somewhat as indicated in Fig, 34. 
Throughout the interior of the material each molecular 
pole touches an unlike molecular pole and the two neutra- 
lise, so that there is no free polarity. At the end on the 



Fig. 34 • 


right we have a number of free molecular north poles and 
at the end on the left a number of free molecular south 
poles, so that the former end of the material exhibits north 
polarity, the latter end south polarity, lines of force pass 
through the external field, and the material is, in fact, now ^ 
a magnet. 

The figure indicates the existence of lateral magnetism ; 
this bending of the molecular chains towards the sides as 
they approach the ends may be partially explained by the 
existence of lateral repulsion between adjacent chains, in 
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conjunction witli tJbe tendencj of lines of force to contract 
longitudinally. Fig, 35 would depict an ideal case of a bar 
magnetised to saturation with no lateral magnetism and 
poles only at the ends. 


Fig. 35. 

There are many facts met with in elementary magnetism 
which point to the truth of, or are readily explained by, the 
molecular theory, 

(a) If a magnet be broken into two parts eaoli will be found to be 
a magnet, a north pole appearing at one side of the break and a 
south pole at the other (Fig. 36). If the parts be again broken the 

same result holds, and, 

A da B • - - - - -- 




Fig. 86. 


in fact, it is impossible to 
^ obtain a magnet with mdy 
one pole. This is in 
agreement with the mo- 
lecular theory, for since 
it is impossible to out through a molecule the fracture must take 
place between them, and an examination of Fig. 34 will show that 
this must leave a north pole at one side of the fracture and a 
south pole at the other. 


Fig. 37. 

(6) When a magnet is irregularly magnetised it may exhibit 
what are known as that is to say, poles lying 

between the terminal ones of the magnet. Fig. 37 shov^ a magnet 
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with consequent poles at n and «. The’ magnet practically consists 
of three smaller magnets joined end to end, so that similar poles 
are united at n and s. Magnets with consequent pol^ may be pro- 
duced either by accidental irregularity in magnetisation or pur- 
posely. For example, by touching a bar of steel at several points 
with the poles of a strong magnet, consequent poles, of polarity 
opposite to that of the magnet pole are produced at the points 
touched. In the left hand portion (Fig. 37) the molecules have 
their north poles to the left, their south poles to the right ; in the 
middle portion they have their south poles to the left, their north 
poles to the right ; and in the right hand portion they have their 
north poles to the left, their south poles to the right. 

(c) Reference has been made to the fact that in the case of thick 
bars only the surface layers are magnetised (Art. 7). This is ex- 
plained by saying that the magnetising force is only capable of 
rotating the surface layer of molecular magnets, the interior mole- 
cular magnets being still in the form of neutralising groups forming 
complete circuits amongst themselves. Further, the rule for po- 
larity given in connection with “ single touch ” is quite in accord 
with the molecular theory. 

(d) Experiment shows that there is a limit to the magnetisation 

of a magnetic material beyond which it is impossible to go however 
great the magnetising force, and the material is then said to he 
saturated. On the molecular theory magnetic saturation would, as 
previously indicated, correspond to the setting of all the molecules 
in a definite direction. • ’ ■ 

(e) When a bar is suddenly magnetised by a strong electric cur- 
rent a sharp click is heard, which indicates some molecular re- 
arrangement, probably accounted for by the molecular theory. 

(/) When a bar of iron is magnetised it becomes very slightly 
longer ; as will be explained in Art. 13, the effect is complicated, 
but, broadly speaking, it indicates molecular rearrangement as 
above. 

(g) Heat is produced when a bar is rapidly magnetised and de- 
magnetised; this points to the same oonelusion and supports the 
molecular theory. When a molecular magnet swings round into 
some new position, consequent upon the action of a magnetising or 
demagnetising force, it acquires kinetic energy and oscillates about 
its new position until that energy of motion is gradually converted 
into heat. 

(^) A twisted bar tends to untwist during magnetisation. Here 
again the effect is complex, but in a general way it supports the 
theory. 

(i) It has been indicated that soft iron is more readily magnetised 
than hard steel, but that it loses its magnetisation much more readily 
than hard steel. This is explained by the fact that the molecular 
rigidity (».«. the opposition to any molecular movement) of hard 
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steel is greater than that "of soft iron ; the molecular magnets in 
steel are therefore more difficult to rotate into a definite direction 
than those of iron, but once there they are more difficult to rotate 
back again. 

i j) If a magnet be made red hot and then be allowed to cool it 
will be found to have become demagnetised. The heat increases 
the molecular motion and diminishes the molecular rigidity, so that 
the molecular magnets' obey their natural tendency, i.e. swing round 
and form complete circuits amongst themselves. For a like reason 
a red hot ball of iron suspended opposite the pole of a magnet is not 
attracted, but if allowed to cool below a certain temperature known 
as the critical temperature (about 750“ 0., differing for different 
specimens) induction. takes place and attraction follows (Art. 14). 

{Jc) If a bar during the process of magnetisation be gently tapped 
with a wooden mallet the magnetisation is assisted, for the vibra- 
tion (to put the matter simply) loosens the molecules, and the mag- 
netising force is better able to set them in a definite direction. For 
a somewhat like reason, tapping a permanent magnet in a weak field 
or throwing it about will tend to demagnetise it. 

{1) The action of a keeper ” in reducing the demagnetising effect 
of a magnet on itself has already been mentioned (Art. 4) and their 
general effect in increasing the retentivity of a 
magnet will now be realised. Fig. 38 shows a 
horseshoe magnet fitted with a keeper of soft 
iron across its poles. Without the keeper the 
end molecules are more or less unstaole and 
easily disturbed, so that they tend to rotate 
obeying their mutual attraction and repulsion, 
thereby producing ^ partial demagnetisation. 
With the keeper in position, however, it is 
magnetised by induction, and each pole of the 
magnet being faced by an unlike pole in the 
keeper the two tend to hold and strengthen 
each other. Further, the molecular magnetic 
chains of the magnet are continued in the 
keeper, forming a closed circuit which has very 
little tendency to break and rearrange itself; 
hence the magnet retains its magnetism. 

The reader may be warned, however, that 
keepers are not the “be airl and “end all,” for experience shows 
that whilst on the whole their employment is beneficial the result 
is a compromise, for every time a keeper is suddenly put on the 
magnet is weakened, and every time it is suddenly pulled off the 
magnet is strengthened. The effect produced on the external field 
of a horseshoe magnet by placing a keeper across its poles should, 
by iron filings, be compared with the case without a keeper shown 
in Fig. 13. When the keeper is on there is, as we should expect, 
little external field. 
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{m) A ring of iron may be magnetised circumferentially by draw- 
ing a magnet round it several times, or by means of an electric 
current (Fig. 39). The moleoules are set in a definite direction, but 
there are no free poles and no signs of magnetisation. If the ring 
be cut, however, a north pole appears at one side and a south pole at 
the other (Fig. 40). This is in accord with the molecular theory. 


Fig. 39. 


Fig. 40. 


If tlio molecules of a bar undergoing magnetisation 
moved with perfect freedom, the smallest magnetising force 
would be sufficient to produce saturation, and this, of 
course, does not hold in practice. Weber, to whom the 
molecular theory is really due, suggested that each mole- 
cule was under the influence of a force towards its neutral 
position, tending, therefore, to maintain it in its original 
position, the actual position assumed by the molecule at 
any stage being snch that its magnetic axis was in the 
direction of the resultant of this force and the magnetising 
force at that stage. 

This, however, does not account for the existence of 
residual magnetism, and Maxwell suggested that the phe- 
nomenon was somewhat similar to the strain in a solid. 
In the latter case, if the strain does not exceed^the elastic 
limit, recovery is more or less perfect, but if this limit be 
exceeded recovery is not perfect ; hence Maxwell assumed 
that if the rotation of the axis of the molecule was below a 
certain value it would return to its original position when 
the magnetising force was removed; but if the rotation 
exceeded this value the molecule would not return when 
the magnetising force was removed, and there would be a 
permanent set. Wiedemanifi suggested that the opposition 
to rotation was of a frictional character, i,e. that some 
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sort of friction mnst be overcome in setting tke molecnles 
into a definite direction, wbich friction must be again 

overcome in demagnetisation. ^ , 

Mwnq bas shown, however, that it is quite unnecessary 
to assume either Weber’s directive force, Maxwell s strain 
analogy and permanent set, or Wiedemann s frictional 
resistance, and that the mutual attractions and r^ulsions 
between the molecular magnets themselves are sufficient to 
account for all the observed phenomena. 

Consider four molecules in equiUbrium in the absence 
of any magnetising force, and arranged as sho-vm in 
Fiff 41 lal : the group forms a closed magnetic circuit, 

^ and there is no ex- 

ternal field. Let 
now a small mag- 
netising force be 
applied in the direc- 
tion indicated. The 
molecules are slight- 
ly rotated as shown 
in Fig. 41 (5), their 
north poles moving 

-a. ... ^ in the direction of 

V ^ ^ ^ the magnetising 

-— >■ force. There is now 

^ a small resultant 

magnetisation in the 
^ direction of the force 

and proportional to 


Fig: 41. 


it, but if the magnetising force be removed^ at this stage 
the molecules will merely return to their initial positions, 
and there will be no residual magnetism. ^ ^ _ 

As the magnetising force is increased a point is reached 
where the arrangement becomes unstable ; the molecules 
then swing rapidly round into new stable positions, their 
directions approximating to that of the magnetising force 
(Fig. 41 (c) ) . This rearrangement is completed within a 
very small range of the magnetising force, the magnetisa- 
tion and the external field rapidly increase, and if the 
force be removed the arrangement is but 
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sligMly disturbed, and tbere is, therefore, residual mag- 
netism. If the magnetising force is still further increased 
tte molecules tend to set still more in the direction of the 
force (Fig. 41 (d)), and the saturation condition is 
reached. ■ ' ■ 

Fig. 42 (a) gives the “magnetisation curve” for 
this group and Fig. 42 (5) gives the curve for a sample 
of iron actually obtained in practice. The exact mean- 
ing and construction 
of such curves will he 
given later; for the 
present the reader 
may concern himself 
only with the general 
similarity, which is 
further evidence of 
the molecular theory. 

In Fig. 42 (a) the I H 

part 2 corresponds (a) (b) 

to the first stage in Fig. 42 . 

the process of mag- ^ ^ ^ 

netisation (Fig. 41 (5)). B' corresponds to the second stage, 
the sudden swing round (Fig. 41 (c)), and 0 corresponds 
to the third stage (Fig. 41 (d)). It is quite clear that^ in 
the case of an actual bar of iron undergoing magnetisation 
there will be a large number of such groups as the one 
considered, together with others, and, as these will not all 
pass from one stage to another at the same time, the 
sharp-cornered curve of Fig. 42 (a) will become the 
smooth curve of Fig. 42 (b) in practice. 

Although the molecular theory explains the fundamental facts in 
magnetism and magnetisation, it does not eay>lain why the motecvlee 
aremaanets. Ampere assumed that the magnetism of the mole- 
cules was due to currents of electricity flowing round them m 
perfectly conducting channels, in which case, once started, they, 
would continue to flow without dissipation of energy, and the 
molecules would be magnetised in accordance with the rulecr of 

"^The modern “electron’* theory may be looked upon as an 
extension of the Amp^rian current idea above. The existence of 
particles more minute than any previously known in science has 
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now been clearly established, the mass of each being about 
part of the mass of a hydrogen atom, and each being always 
associated with a definite (negative) charge of electricity ; in fact 
the “ mass ” is probably due entirely to the charge.” These are 
called electrons. An atom probably consists of a nucleus of 
positive electricity or protons surrounded by a number of electrons, 
the latter revolving in orbits round the nucleus. The nucleus may 
also contain electrons but the protons are always in excess so that 
the nucleus is on the whole positive, and this positive is balanced by 
the external electrons when the atom is neutral. Electrons may be 
detached f rom or added to an atom thus resulting in charged atmos. 

Since a molecule is an aggregation of atoms, and a moving charge 
of electricity has been proved to produce the same magnetic effects 
as a current of electricity, the modern electron theory of mag- 
netism, viz. that the latter is due to revolving electrons, 
has been developed by Langevin and others, and certainly the idea 
accords well with many important and even complex phenomena in 
magnetism. This will re(;|pi ve treatment in Chapter XXV , 

9. Preliminary Ideas on Permeability and Sus- 
ceptibility. Magnetic Screens. 

Pxp. Note the distribution of the lines of force in the field 
between the unlike poles of two bar magnets placed in line 

(Fig. 12). Repeat this experi- 
ment with a piece of soft iron 
between the poles. It will be 
■> noted that the lines (Fig. 43) 
j crowd into the iron as if they 
found it easier to go through 
the iron than through the air. 
The iron is, of course, ^mag- 
netised by induction, a south 
pole appearing on the left 
where the lines enter, and a north pole on the right where they 
leave. 

For practical purposes we regard every substance as 
possessing a certain power of conducting lines of force, 
and of offering a certain resistance to the passage of the 
lines ; thus from tbe above experiment we deduce that 
iron is a better conductor of lines than air, or, as we now 
say, is more ** permeable or has greater “ permeability ” 
than air. Putting the same idea another way, we say that 
the magnetic tesistance or “ rfiZ-ztcfance ** of air is greater 
than that of iron. The permeability of a medium may 
therefore be deffued as its couductiug power for lines 



Fig. 43. 
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of fore© as eompared witli air 5 tlius in !Fig«, 43, if ther© 
were five unit tubes per square centimetre in tlie air space 
before the iron was placed in position, and 4,000 unit 
tubes per square centimetre in tbe iron when placed as 
indicated, tbe permeability of tbe iron would be said to be 
800 (neglecting tbe demagnetising effect of tbe induced 

^^Tbe above facts are usually expressed in a general form 
as follows : — If S denotes tbe number of unit tubes of 
force per square centimetre in tbe magnetic field (air) 
before tbe material is placed tberein, tben If measures tbe 
magnetic or magnetising force. If B denotes tbe 
number of unit tubes of induction per square centimetre 
in tbe material when placed in tbe field, then B measuies 
tbe magnetic induction or flux density. Tbe ratio 
of B to JBT measures tbe permeability (fi) of tbe 
material. Thus 


fi = Permeability 


Flux density . 
" Magnetising force 
: (xH. 


The magnetic field producing magnetisation may he due either to 
permanent or electro-magnets, or to a current m a coil of wire, but 
to be exact, the value of the magnetising force used m the above 
expression should be the value in the material, and not the value in 
the field before the material is inserted, and it is clear that, owing 
to the demagnetising effect of the poles of the material, the former 
is less than the latter ; in other words, a value of the magnetising 
force should be used in the expression for /a less than the value u 

^^^he^reduotion in H owing to the demagnetising effect of the 
poles in the case of a bar of the material depends on the magnetiBa- 
tion of the bar and on the « dimension ratio (Art. V), but theory 
shows that if the bar has a length from 500 to 1,000 times the 
diameter, there is very little error in assuming that the magnetising 
force in the bar is identical with the magnetising force before the 
bar is introduced into the field. Further, if the material be m 
the form of a ring, the field being produced by a current in a coil ot 
wire wrapped round it as shown in Fig. 39, there are no free 
poles developed in the ring (Art. 8), and there is no ffema-gnetising 
action, so that the magnetising force in the material is identical 

with that in the empty coil. . .. .... . x xi. 

In oases other than the two just mentioned, if ATj denote the 

M.ANDB ^ 
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value of the magnetising force m the: material (supposed eUipsoidal), 

: ^ ^ - m, - , ' : V' ^ ^ 

where iJ has the meaning given above, I is the intensity , of mag- 
netisation of the material, and is a factor depending on the 
dimension ratio of the material. If the length is 500 times the 
diameter, the value of N is only *0003. An dehnition of / 
appears later. 

From the preceding pages it is clear that the Tallies of 
E and H for air (to be more exact, for a Tacuum) are taken 
as being the same, which means that the permeability (fx) 
for air is taken as unity. In other substances, it is im- 
portant to remember that the permeability is not constant, 
as will be seen later, but that it depends upon many things 
— the amount of magnetism present, the magnetising force, 
the temperature, the previous history of the material, ete. 

It has been indicated that the stronger the magnetisa- 
tion developed in a material by a given magnetising force, • 
the greater is said to be the susGeptihility of the material 
to magnetisation. The expression “ intensity of magneti- 
sation ” is defined in Art. 20 ; for the present we will 
define it in a somewhat vague manner as the amount of 
magnetism per unit sectional area. If I . denote the inten- . 
sity of magnetisation of the material in Fig. 43 and H the 
magnetising force, then the ratio of I to H measures 
the susceptibility («) of the material. Thus 

Intensity of magnetisatiou _ I 

K = Suscep 1 1 1 y •— Magnetising force If’ 

I=:kH, 

The previous remarks on the reduction of E due to the 
demagnetising effect of the poles and the opposing field 
set up thereby also apply iu this case. 

We shall see later that in such a case as the one con- 
sidered 

which means that the total number of tubes per square 
centimetre (B) in the specimen is equal to the sum of two 
lots, viz. E tubes per square centimetre due to the field, 
and 47rl tubes per square centimetre due to the magneti- 
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sation, i.e. thQ effect of the field upoB the ^ecimen. J>ir 
riding this expression throughout bj JT we haTO 


V. '.le. 'ft, = l' + '4:r«:, 

and since ft for air (or yacuous space) is taken as unity, 

K for air (or racuous space) is taken as zero. 

The above is an mtrodudory elmnenia/ry freadm 
to acquaint the reader mth the gm^ terms 

in use ; fuUer details are gwen in Chapter 

Exps. Place a bar magnet on a level with, and east 
compass needle : the latter is defiected. 

naner glass, brass, etc., between the compass and the magnet ; the 
delectiln is still the same, showing that mapetic ?mtion ® 
equally well through these media as through air. Place a i^rge 
ci^et of iron (Fig. 44) between the magnet and compass : the latter 

etuLs Sdsfts normal position. In tUs “f 

magnet pass into the iron, oui;, 
^ owing to the greater permea- 

|ii: bility of iron, they do not pass 

jl|i right through into the space 

ijji beyond, but prefer to continue 


Fig 44. 





Pig. 45. 


throush the sheet towards the edge, and then^^baok to the other 
nole Thus the needle is more or less screened icoin the action of 
the magnet, although in this case it may be affected by the induced 

nole in the centre of the iron sheet ^ . 

^ Place a soft iron ring between the unlike pol® of two magnets as 
shown in Fig. 45, and sprinkle iron filings over the combination. K 
will be noted that the filings do not set themselves along definite 
lines in the ware within the ring. The lines pass through the iron 
of the ring, preferring to keep in this rather than to cross the central 
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air space, so that this space is more or less effectively screened from 
the mfluenoe of the magnets. This is utilised im certain galvano- 
meters which are placed inside a thick cylinder of soft iron, which 
practically protects the needle of the instrument from magnetic 
fields outside. ^ x i* t j 

Theory shows that the screening effect ot a cyimder 
of iron is given by the expression 


1+ 2) 


where is the field inside, the field outside, r the 
inner radins, B the outer radius, and [m the permeability of 
the iron. Thus the thicker the cylinder and the greater 
the permeability, the more effective will be the screening 
action. Since /x never eq^uals infinity, the screening action 

can never be perfect. 


10. Preliminary Ideas on Magnetisation Curves 
and Hysteresis. 

Consider a long thin rod of any magnetisable material 
(the dimension ratio ’’ being such that the demagnetising 
effect of the poles may be neglected) to be placed in a 
solenoid through which a current of any desired strength 
may be passed. Let this current be gradually increased, 
and at various stages during the process let the value of 
the magnetising force (jET), the fiux density (B\ and the 
intensity of magnetisation (J) be calculated 6y methods ^ to 
he given later. We have thus a series of corresponding 
values of jB, I, and E from which curves can be plotted 
showing the relationship 'between these quantities. 

Two curves are frequently met with. In one, values of 
E are taken as abscissae and the corresponding values of 
B as ordinates, and the curve is known as a BE curve ; 
the value of the permeability at any stage of the process is 
found from the corresponding point of the curve by the 
relation /a = B/E, In the otW, values of E are taken as 
abscissae and the corresponding values of I as ordinates, 
and the curve is known as an IJI curve ; the susceptibility 
at any stage is found from that point of the curve by the 
relation K = I/H. 
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Mg. 46 gives the BS curves for various samples of iron 
and steel With a magnetising force of only 2-5 the soft 
iron (annealed) gives a value of B of about 8,000, the cast 
iron about 3,000, the hard iron about 1,000, and the glass- 
hardened steel about 400. When E has the value 10 the 
soft iron curve is becoming horizontal, i.e. the iron is ap- 
proaching saturation, but this does not take place vrith the 
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stedl and the hard iron until E is from 40 to 45. men 
E is 50 the soft iron, hard iron, and steel are all practically 
saturated, but the glass-hard steel is stiU rising, and its 
value of B is only equal to that in soft iron under a mag- 
netising force of about 2-6. The IE curves would be 
somewfiat similar. 

There are three different stages indicated by a complete magneti- 
eation curve drawn to a suitable scale : 

(a) A short initial stage when the magnetising force is «mall, in 
which a change in H produces only a very small .change m and 
where the permeability is small. This part of the curve is better 
eeen in Fig. 42 (6). For very small 0 / xf the curve is a 

straight line inclined to the horizontal so that ^ = B/H is constant. 

(5) A stage where the curve is rising rapidly, *.e. where a smaU 
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change in Jf produces a large change in i3, and where the perniejS*^ 
biiity is increasing rapidly to a maximum value.^ Since p. = jS/ if 
= tan 0 (Fig. 426), the permeability has its maximum value at G 
in that figure. 

(c) The saturation stage or nearly horizontal part of the curve. 
Here a large increase in H produces comparatively little eneot on 
B, and the permeability drops to quite low values 

In the figures the scale used for B is much smaller than that used 
for H since the changes in H are much smaller than the changes in 
B, If the same scale were used for both, the saturation part would 
be a straight line, not horizontal, but inclined at 45® to the ax^j 
showing that the change in B is merely equal to the change m 
This is also clear from the relation 5 = // + 45r/, since I has 
become constant on saturation. 

These three stages should be compared with the three parts of 
the “ curve ” of Fig. 42a. 

Consider again a long thin nninagnetised rod in the 
solenoid. Let the current bje gradually increased from 
zero to a certain maximum value, then gradually reduced 
to zero. Let it now be reversed in direction (thus tending 

to magnetise in the 
opposite d irection) 
and gradually in- 
creased from zero to 
the same maximum 
value in this reverse 
direction, then gra- 
dually reduced to 
zero. Let it be again 
reversed into the or- 
iginal direction and 
gradually increased 
from zero to the 
same maximum 
value. Such an op- 
eration as the one 
indicated, say a variation from a maximum in one direc- 
tion through zero to a maximum in the opposite direction 
and again back through zero to the first maximum, is 
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measured to tiie riglit is due to current flowing in the 
original direction, while H" measnred to the left is due to 
the reversed current B measured upwards is due to 
current in the original direction, while ^ measured down- 
wards is due to the reversed current. 

As the magnetising force S’ incimses from zero to its 
maximum value represented by OH, the BH curve 0 GB is 
obtained, the maximum value of the flux density J? being 
represented by HB, On reducing the magnetising force 
gradually to zero, the curve BA is obtained, so that Ofl re- 
presents the value of the dux density remaining when the 
magnetising force has been reduced to zero, i.e. OA 
represents the residual magnetism in the specimen to 
scale. On reversing the current and gradually increasing 
the magnetising force from zero to the maximum value 
represented by OJET, the curve A 01^ is obtained ; clearly OG 
represents- the value of the reversed magnetising force 
necessary to bring the flux density to zero, in other words, 
to wipe out the residual magnetism, i.e. OC represents 
what is called the ** coercive force" for the specimen to 
scale. On again decreasing the magnetising force to zero, 
reversing, and again increasing to the maximum value, the 
curve FB BB is obtained. If the cycle be repeated the curve 
will be retraced, but the initial path 0GB is never again tra- 
versed unless the specimen is first completely demagnetised. 

It will be noted that the magnetic eflects produced tend 
to persist, i.e. to lag behind the cause. Thus the value of 
B when H is diminishing is always greater than when H 
is increasing ; when H is zero B still has a definite value, 
a|nd it always requires a certain force in the opposite direc- 
tion to bring B to zero. Prof. Ewing has given the name 
hysteresis (to lag behind) to this phenomenon, i.e. 
hysteresis is the lagging of the magnetic flux or 
magnetic induction behind the magnetising force 
producing it. The loop shown in Fig. 47 is termed the 
hysteresis loop, and the area of the loop can he shown to he 
proportional to the energy wasted in the specimen due' to the 
changing magnetic condition; in fact in the Pil case of 
Fig. 47 if the area is estimated in terms of P and H and 
then divided by 4?r, the result is the waste of energy (in 
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Orgs) per cubic centimetre per cycle, and if IJI curves be 
plotted, tbe area, estimated in terms of J and iT, is tbe 
waste of energy (in ergs) per cubic centimetre per cycle. 

As in the case of Art. 9 the above is an introductory 
elementary treatment only, for the j^urpose of acquainting 
the reader with the general meaning cf the terms in use ; 
fuller details are given in Ghapter XIX. 

11* Perroniagnetics, Paramagnetics, and Biamag- 
netics. — It has already been indicated that iron, steel, 
nickel, cobalt, and manganese are the principal substances 
which can be made to exhibit magnetic properties, and of 
these iron and steel stand pronounced. In 1845 Faraday, 
by using powerful electromagnetics, demonstrated that all 
bodies are affected by a magnet, but that they are of two 
kinds, Yiz, paramagnetic, which are attracted and tend to * 
move into the strongest part of the field, I 
^ and diamagnetic, which are repelled and I 

, I tend to move into the weakest part of I 

S-l -t^ pN the field. « 

I In experimenting with solids, small 

X bars of various substances were sus- 

Fig. 48. pended by a fine thread between the 
poles of a powerful electromagnet. If 
the substance was paramagnetic 
it set itself axially, i.e. along the 
line N8, if diamagnetic it set 
itself equatorially, i.e. along the 
line XX (Fig. 48). 

Liquids were enclosed in thin 
glass tubes and suspended be- 
tween the poles, with the result 
that they set themselves either 
along N8 or along XX and were 
classified accordingly. Plucker 
placed the liquids, in turn, in a 
watch-glass resting on the pole 

pieces as shown in Kg. 49. If the pole pieces are not 
more than about inch apart a paramagnetic liquid sets 
as at (a), i.e, it congregates where the field is strongest, 



Fig. 49. 
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and if diamagnetic it sets as at (6), i.e, it moves away from 
this strongest part of tlie field. If tlte pole pieces are not 
close togetlier tlie field is strongest round about the poles 
and the liquids set accordingly, so tliat the results are 
practically exactly opposite to those indicated above. 

In dealing with gases the latter, rendered evident by 
traces of some other substance (e.^. ammonia and hydro- 
chloric acid) , were allowed to ascend between the poles, and 
it was noted whether they spread out between the poles or 
across them. • ; ^ 

Experiments also indicated that the medium affected the 
results ; thus a paramagnetic will act like a diamagnetic if 
it is surrounded by a medium more paramagnetic than itself. 

The chief paramagnetics in descending order are iron, 
nickel, cobalt, manganese, crown glass, platinum, oxygen, 
titanium, palladium, osmium, and the chief diamagnetics 
are bismuth, phospho- 
rus, antimony, flint 
glass, mercury, zinc, 
lead, tin, copper, water, 
alcohol. Diamagnetic 
phenomena are feeble 
compared with para- 
magnetic phenomena. 

Fig. 50 (a) shows the 
distribution of the lines 
when a parama^etic 
body is placed in a 
magnetic field, and Fig. 

50 (5) shows the same 
for a diamagnetic body. 

Since a diamagnetic is 
repelled by a magnet, it 
is evident that when 
acted on inductively it 
acquires polarity oppo- 
site to that which would 

he acquifed by a piece oj i . tt 

for air (strictly a vacuum) B is taken as equal to there- 
fore p = B/H is unity and k is zero (since /t = 1 + 4^irK). 




Fig dO. 

i/ron. Further, we have seen that 
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Fora paramagnetic is greater tlian JT, therefore is 
greater than unity, and k is positi¥e and greater than zero. 
For a diamagnetic B is less than J?, > is less than unity, 
and K is negative; k in this case is very small, so that /x, 
although less than unity, never becomes negative. Strictly 
air is slightly diamagnetic. 

Modern work on magnetism by Curie, Lange vin, and others has 
led to a new classlficatioti in which iron, nickel, cobalt, and perhaps 
manganese are put into a class by themselves known as ferromag- 
netics, Briefly the following points of distinction may be men- 
tioned:-— 

ferromagnetics.— In these the magnetisation is not propor- 
tional to the magnetising force and k is not constant, but depends on 
the magnetising force and the temperature ; the variation in k does 
not seem to follow any simple law. Ferromagnetics have the most 
pronounced magnetic properties and are attracted by a magnet. 

Paramagnetics. — In these the magnetisation is proportional to 
the magnetising force, but k varies with the temperature ; over a 
wide range the variation in k follows Curio’s Iiaw, viz. “ with a 
given magnetising force k is inversely proportional to the absolute 
temperature. ” Paramagnetics have only feeble magnetic properties 
and are attracted by a magnet. 

Diamagnetics,— In these, the induced magnetisation is opposite 
to that of iron and they are repelled by a magnet, /c is practically 
constant, depending neither on the magnetising force nor on the tem- 
perature (bismuth is an exception). 

The theories connected with this classification into ferromagnetics, 
paramagnetics, and diamagnetics are dealt with in subsequent 
chapters. 

12. Magnetisation and Composition.— Eeference has 
already been made to the magnetic difference between soft 
iron and hard steel, and to the fact that tungsten steel 
and steel containing a percentage of molybdenum are 
specially suitable for the manufacture of permanent mag- 
nets, the presence of the tungsten and molybdenum con- 
siderably increasing the coercive force of the material. 
Further, high grade carbon steels make better permanent 
magnets than low grade carbon steels for the same reason, 
viz. the coercive force increases with the percentage of 
carbon. 

The presence of manganese causes a marked falling off 
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of the magnetic properties of iroii. Thus in certain experi- 
ments of Barrett, Brown, and Hadfield the presence of 
15*2 per cent, of manganese practically reduced the sample 
to a non-magnetisable body ; with 12 per cent, of manganese 
the permeability was only about 1*2. Manganese itself is 
a very weak paramagnetic, but when fused in an electric 
furnace it passes into the ferromagnetic state and has 
marked coercive force although it does not attain strong 
magnetisation. 

The presence of nickel in iron increases the coercive 
force until the percentage reaches 20, after which the coercive 
force decreases ; thus in the experiments mentioned above, 
when the percentage of nickel was 19-64 the coercive force 
was 20, but when the percentage was raised to 31*4 the 
coercive force dropped to *5. Silicon in iron has the effect 
of producing a lower permeability but greater coercive 
force if the amount present is very small, but if the percent- 
age reaches about 2*5 the permeability is increased^ though 
the coercive force is reduced ; a silicon iron containing 97*3 
per cent, of iron, *2 per cent, of carbon„and 2*5 per cent, of 
silicon, under a magnetising force np to about 10, has been 
stated to have a greater permeability even than best char- 
coal iron. The presence of aluminium in small percentages 
has been found to increase the permeability under magnet- 
ising forces up to about 60. 

In addition to the non-magnetisable alloy manganese ^ 
steel referred to above, others have been noted; thus an 
alloy consisting of 80*16 per cent, of iron, *8 per cent, of 
carbon, 5*01 per cent, of manganese, and 14*05 per cent, of 
nickel is practically non-magnetisable even in a field of 320. 

Henste, in 1905, discovered that certain alloys of non- 
magnetisable substances and Tnangmese became ferro- 
magnetics almost equivalent to cast iron ; thus an alloy 
26*5 per cent, manganese, 14*6 per cent, aluminium, and 
58 9 per cent, copper has a permeability of 37 under a 
magnetising force of about 150. In the Hensler alloys 
it seems that manganese must be present, and we have seen 
that this substance is normally a weak paramagnetic. It 
has been suggested that manganese is really a ferromag- 
netic having a critical temperature below the ordinary 
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temperature of the air, and that the effect of combining it 
with certain suitable substances is to raise its critical 
temperature so that the combination becomes magnetic at 
ordinary temperatures (Art. 14). 

Recent experiments by Hadfield and Hopkinson (1911) 
seem to indicate that in strong magnetic fields no alloy 
has a greater intensity of magnetisation than pure iron. 



Fig. 61. 


Fig. 51 shows the results of some recent experiments by 
B. Griffiths on manganese steels , and indicates the general 
falling off of the induction R with increasing percentage of 
manganese. The figure also shows the variation in energy 
loss by hysteresis—the greater the area of the loop the 
greater the loss — ^with varying percentages of manganese. 

X3. Magnetisation and Dimensions. — Continuing 
some observations of Joule, Bidwell in 1885 showed that a 
bar of iron subjected to a gradually increasing magnetising 
force (1) increased in length, reaching its maximum elonga- 
tion with a magnetising force of from 60 to 120, (2) de- 
creased in length, reaching its normal value with a magnetis- 
ing force of from 200 to 400, (3) became actually shorter 
than originally with still higher magnetising forces, and 
(4) ceased to contract with a magnetising force of frouA 
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1,000 to 1,100. Tiie maximiioi elongation is about two- 
Dailliontlis and tlie maximum contraction about six-mil- 
lionthsof the original length. Fig. 52 depicts the essentials 
of Bid well's experiment showing the lamp, mirror, and 
scale method of magnifying the changes in length. 



Fig. 62. 


in the case of cobalt no change takes place ui^il the 
magnetising force reaches about 50, and then the rod 
(1) decreases, reaching its minimum length with a mag- 
netising force of about 400, (2) increases, reaching its imrmal 
value with a magnetising force of about 750, and (3) be- 
comes actually longer than originally with still hi^g^ 



Fig. 53 


A '■ 

S 


magnetising forces. Nickel decreases in length throughout, 
the decrease being much more pronounced than in iron, 
viz. about 1/40,000 of the original length with a field of 
about 900. Fig. 63 represents these results graphirally. 

To ascertain the change in volume on ^gnetisation, 
Joule placed the specimens in water contained in tubes 
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fitted witli stoppers proTided mtli capillary tubes, but be’ 
could not detect any Tariation. More recent experiments 
by Knott and others, however, show that iron slightly 
increases in volume, whilst nickel and cobalt slightly 
decrease. 

Experiments have also been made with the object of 
finding the effect on the elongations and contractions of 
submitting the materials to tension during magnetisation. 
The effect of loading an iron wire with various weights at 
the time of magnetisation is shown in Fig. 54 : the greater 
the load the less the elongation produced by magnetisation 



Load in hilos : — A = 351 ; B = 585 ; 0 = 819 ; 
D = 1170; E = 1600; F = 1950. 

Fig. 54. 


and the more marked the contraction, and with the maxi- 
mum load used in the experiments (lowest curve) there is 
no elongation. With cobalt tension seems to produce no 
alteration in the contraction or elongation due to magneti- 
sation. Tension diminishes the contraction shown by nickel 
if the magnetising force is small, but with greater magnet- 
ising forces a small tension makes the contraction due to 
magnetisation greater, and a large tension makes the con- 
traction due to magnetisation smaller. 

14. Magnetisation, and Temperature, — ^It has been 
mentioned that a piece of iron raised to a bright red heat 
cannot be attracted by a magnet, apd that a magnet 
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Bimilarly heated loses the whole of its magnetisation. 

It appears, therefore’, that magnetic bodies are rendered 
non-magnetisable if raised aboTe a certain temperature, 

whicli is different for different substances. 
temperature, as it is called, is between 700 C. and 
900° C. for iron and steel, differing in different specimens. 

The magnetic critical temperature of iron coincides with 
the temperature at which various rapid changes in the 
material take place, e.g. changes in density, specific heat, , 
electrical conductivity, etc. ; it is also the temperature oi 
recalesoeme, i.e. the temperature at which a cooling mass 
of iron suddenly liberates heat and reglows. Evidently 
there is some marked molecular change at the critical 
temperature which settles the passage of the iron from a 
magnetisable to a non-magnetisable condition— to be more 
exact, to a condition where k is practically zero and fi is 
practically unity, the same as for air. t> \ 

Fig. 55 shows the relation between the flux density if and 
the magnetising force H for specimens of iron maintained 
at different temperatures ^ ^ 

aU below the critical p] ”1 

temperature. For weak j 

fields below “5 the mag- j 

netisation is greater the ||^ j 

higher the temperature, o ' j — - 

but for strong fields it j { .771*0. 1 

is less. Fig. 56 shows ^ 

the effect on the perine- gr^/ | j 

ability of gradually rais- In/ j 1 

ing the temperature of ^ 

the specimen when under — — -j : — m ' 15 

a certain ' magnetising ^ Fig. 56. + . 

force. In curve A the . . 

magnetising force is *3; as the temperature is raised the 
permeability increases slowly at first, then rapidly as the 
critical temperature is approached, and then drops sud- 
denly to nearly unity at about 785° G., the critical tem- 
perature of the specimen. Curves B and 0 are for larger 
mao-netising forces, 4 and 45 respectively; in these 
steSiily falls, and then drops rather suddenly at about 
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785° 0., as before. Nickel behaves in much the same way 
Its cnticaJ_ temperature being about 310° C, Hysteresis 
loss dimmisiies with rise in temperature. 



Fig. 66. 


Eeoent experiments at very low temperatures down to 
that of liquid air (- 186° 0.) seem to indicate that in the 
case of iron and nickel, if the magnetising force is small 
the permeability decreases as the low temperatures are 
approached, but if the magnetising force is large the per- 
meability increases ; with cobalt the permeability is always 
less at the very low temperatures. ^ 

15. Magnetisation and Magnetising Force.— The 

variation of magnetisation, etc., with the field producing 
the magnetisation has been frequently referred to in the 
preceding paragraphs, and Fig. 46 gives typical mag- 
netisation curves. Lord Eayleigh in 1887 investigated 
the 5H and IE curves for very weak magnetic fields 
(i.e. the part of the curves very near the origin G in 
Fig. 46) and came to the conclusion that they were 
practically straight lines inclined to the horizontal so 
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that /i (=: BjM) and k (zzLlfEi) were, constant. More 
modern work shows that for fields np to about 2 the 
following may be applied in the case of tungsten steel : — 

K ='8-9 + *264 S’, 

/i = 112-8 + 3-31 E, ^ooo\ A 

For medium fields I \ 

the Tariation of the « | \ 

permeability with the j \ 

magnetising force is I \ 

shown in Fig. 57 ; fi Sqftlrm 

rises rapidly to a maxi- f 

mum in the case of (ju) 

soft iron (correspond- , , , 

ing to the point 0 in 0 10 20 SO 40 

Fig. 42 (h)) and then CGS. Units 

falls, as can also be Fig. 67. 

seen from a considera- 
tion of the three stages of magnetisation, rememberincf 
th&t a z=:B/H. 


10 20 so 

Htn CG.SMnits 


Fig. 67. 



Maffnelic fnductxfm B in /’howraJiBs of CSS units 
Fig. 58. 

In very strong magnetic fields the magnetisation 
becomes very nearly const^.nt (corresponding to the nearly 

IJ.AND M* 4 


I 
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liorizontal part of tlie curves of Mg. 46), hence both k 
and ft decrease (Fig. 58), for even a large increase in Jff 
produces little change in B and practical! j no change in J. 
For manganese steel (the non-magnetisable alloy) the 
permeability is practically constant for ail values of the 
induction, and just slightly above unity — ^the value for 
air. 

It should be noted that the magnetisation produced by 
a given magnetising force depends on the previous history 
of the specimen and on the temperature. The latter has 
been referred to in Art. 14. The former can be readily ' 
seen from an examination of Fig. 47. Thus there are 
three values of B corresponding to the rnagnetising force 
00\ viz. 0% O'y, 0*z — O'y being obtained on a first mag- 
netisation, O'z when the magnetisation has been pushed to 
a maximum and is being reduced to zero, and O'a? when 
the specimen has been magnetised in the opposite direc- 
tion and this reversed magnetisation is being reduced to 
zero. 

16. Magnetisation and Stress. Keciprocal Effects,— 
Villari discovered, in 1868, that if an iron bar or wire be feebly 
magnetised the effect of a pull on the bar or wire is to increase the 
magnetisation, whereas if it be strongly magnetised the effect of 
the pull is to diminish the magnetisation. This phenomenon is 
known as the Villari B.evei*sal, and the value of the magnetisa- 
tion at which, with a given stretching force, there is neither in- 
crease nor decrease in magnetisation is called the Villari Critical 
Point for that particular stretching force. The greater the 
stretching force applied, the smaller is the magnetisation of the 
Villari critical point. In the case of cobalt the effect is opposite to 
that in iron, i.e. if the magnetisation is weak the effect of a pull is 
to decrease the magnetisation, but if the magnetisation be stronger 
the effect of the pull is to increase it. With nickel, whatever be 
the value of the field, weak or strong, the effect of a pull is to 
diminish the magnetisation, so that the Villari reversal and critical 
point are absent. 

Wiedemann discovered that if an iron wire is fixed at one end 
and free at the other, and magnetised so that the fixed end is a 
south pole and the free end a north pole, then on passing a current 
along the wire from the fixed end to the free end, the latter end 
will twist in a counter-clockwise direction, seen from the free end. 
If either the polarity or the direction of the current be altered the 
twist will alter in direction.. Further, if the wire be unmagnetised 
§.nd arranged as ^bove| a oijryent passing from the fixed to the free 
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end, then on giving the free end a twist in a counter-clockwise 
direction, viewed from that end, the wire %vill become magnetised, 
the free end being a north pole. The twist effect discovered by 
Wiedemann is known as the Wiedemanii BiFect. 

The direction of the Wiedemann twist is reversed if the mag- 
netising force exceeds a certain value. The twist in a nickel wire 
is opposite in direction to that mentioned above for iron. Finally, 
if a wire be magnetised, fixed as above, and the free end twisted, a 
momentary current is set up in the wire. 

From the preceding and Art. 13 it will be noted that there are 
striking reciprocal effects, viz. : — 

(а) Weak magnetisation lengthens a bar of iron, and strong 
magnetisation shortens it. Lengthening a weakly magnetised bar 
of iron increases the magnetisation, and lengthening a strongly 
magnetised bar decreases the magnetisation. 

(б) Weak magnetisation shortens a bar of cobalt, and strong 
magnetisation lengthens it. Lengthening a weakly magnetised bar 
of cobalt decreases the magnetisation, and lengthening a strongly 
magnetised bar increases the magnetisation. 

(c) Strong or weak magnetisation shortens a bar of nickel. 
Lengthening a strongly or weakly magnetised bar of nickel de- 
creases the magnetisation. 

\d) A wire magnetised in the direction of its length and carrying 
a current becomes twisted. 

(e) A wire carrying a current becomes magnetised in the direction 
of its length when it is twisted. 

(/) A wire magnetised in the direction of its length and then 
twisted has a momentary current set up in it. 

It will be seen later that when a ferromagnetic wire carries a 
Qmt&atiifi&circularly magnetised. 


Exercises I. 

Note.-— most cases the Exercists at the ends of the chapters are 
classifed into three sections. Section A consists of direct questions m 
the most important parts of the preceding chapter and are inserted so 
that the student may ascertain if he has thoroughly grasped these 
parts. Section B consists o^f questions (mainly calculations) 'taken 
from various examinations, including the Lower and Higher Exami- 
nations in Magnetism and Electricity of the Board of Education 
( B. E. ). Section O consists of questions taken from the examinations 
of the Universities— Inter, E,Sc,, B,Sc., etc. 
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Section A. 

(1) What do you understand by the following : Magnetic Poles, 
Magnetic Fields, Line and Tube of Force, Line and Tube of Induc- 
tion, Laminated Ma^et, Consequent Poles, Molecular Eigidity, 
Magnetising Force, Flux Density, Permeability, Susceptibility, 
Hysteresis, Residual Magnetism, Coercive Force, Critical Tem- 
perature, Villari Reversal, Villari Critical Point, Wiedemann 
Effect? 

(2) What are the “ rules for polarity ” in the case of {a) a bar of 
iron being magnetised by “ divided touch,’’ (h) a bar of iron being 
magnetised by the current in a solenoid 1 

(3) Explain briefly the Molecular Theory of Magnetisation and 
mention any experimental facts which, in your opinion, support the 
theory. 

(4) What is a “magnetisation curve”? Sketch (a) the magneti- 
sation curves for soft iron and hard steel, (6) the curve obtained 
when a sample of iron is carried through a complete magnetic 
cycle. Show how residual magnetism, coercive force, and “ loss of 
energy ” per cubic centimetre per cycle are represented on the latter 
diagram. 

(5) Distinguish between ferromagnetics, paramagnetios, and dia- 
magnetics. 

(6) Write a short essay on “ Circumstances affecting Magnetisa- 
tion,” bringing out the main points relating to composition, dimen- 
sions, temperature, field, and stress. 


Section B. 

(1) A bar magnet is placed on a table. Describe how you would 

determine the direction of the lines of force in the plane of the table 
due to the magnet and to the earth’s magnetism. Sketch the lines 
and explain the existence of the “ null points. ” (B. E. ) 

(2) Two circular rings of iron are magnetised, the first by being 

placed between the poles of a strong horseshoe magnet so that the 
line joining the poles of the magnet is a diameter of the ring, the 
second by having one pole of a bar magnet drawn round it several 
times. Describe the magnetic state of each ring. (B.E.) 

(3) A tall iron mast is just forward of the compass of a wooden 

ship. How will this affect the direction of the compass when the 
ship is s^iiling (a) to the east, {b) to the north, in the northern 
' * ' - (B.E.) 

were sailing {q.) due 
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An iron ship is bniifc with its length in the magnetic meridian, 
its bow being to the north, and it acquires permanent magnetism 
during construction. How would this permanent magnetism affect 
the compass when the ship is sailing (a) due east, (6) due west, 
(c) due north, (d) due south ? 


Section €. 


(1) Describe the changes that are supposed to take place in the 
molecules of a steel bar when magnetised. How would jmu propose 
to determine whether this had any effect on the size of the bar ? 

(Inter. B, Sc. Hons.) 

(2) An elongated bar of bismuth is placed axially between the 
poles of a horseshoe magnet. What will be its condition with 
'regard to magnetic poiarity ? How would you determine experi- 
mentally whether a body is, paramagnetic or diamagnetic? (B.oo.) 

(3) Give a sketch of the molecular theory of magnetism as set 

iforth by Weber and Ewing, adding any experimental proofs or 
'Criticisms you think desirable. (B.fec.} 

(4) What is meant by the magnetic permeability of a substance ? 

•How can it be measured / Descri be how the permeability of a piece 
•of soft iron varies with the magnetising force. (B.Sc.) 

(5) What do you know respecting the Wiedemann Effect? If the 
torsional strain be right-handed which end of the wire will become 
<B> north pole? Row do you account for these observations of Wiede- 
mann? 


Note. — In Questions C 
understood after 


1 (5) the parts in italics will be 
XIX. and ZXV. 
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Fig. 69. 


17, Pole Strength. Laws of Magnetic Attraction 
and Bepnlsion. Unit Pole.—The force between two 
magnetic poles furnishes us with the best idea as to the^ 
strengths of the poles, and it has been agreed that 

strength of a 'pole he measured by 
the force it exerts on another given 
pole at a given distance, the two 
being entirely free from the effect 
of other poles. Imagine then a 
point pole of strength at J. 

« Q'IkI let F denote the 

force it exerts on another point pole at B ; then, keeping B 
constant and varying the pole at A, we have 

Fccnir^. 

Similarly if be the strength of the point pole at B and 
if A he kept constant and the pole at J? be varied we 
have * 

Fee 

Hence, since F is proportional to wii when B is constant 
and proportional to when A is constant, it follows that ’ 

FoCWiTOj.. 

when both A and B vary. This constitutes the first law 
•nz.— The force between two magnetic poles is directly mo- 
portional to the product of the pole strengths. ^ 

54' 
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Again, investigation skews that witk two given point 
poles, if the distance between them be increased 2, S, 4, . . . 
times tbe force jP decreases to A, 4» ... of its initial 

value, whereas if the distance be reduced to 
force is increased 4, 9, 16, . . . times. This constitutes a 
second law, viz. — TJie force between two magnetic poles is 
inversely proportional, to the square of their distance apart ; 
stated algebraically, if d denotes the distance 

J-oci (2) 

Combining (1) and (2) we obtain for the force J' between 
two isolated point poles of strengths and mg and at 
distance d apart the expression 

or, changing from a proportion to an equation, 

( 8 ) 

a' 

where a is a factor depending only on the medium and on 
the units we decide to adopt in our measurements. 

Imagine our two point poles to be in vacuo, or in air, 
and let F be measured in dynes and d in centimetres. It 
will clearly be most convenient to so choose our unit pole 
that a in (3) becomes unity undLer these circumstances, and 
evidently this will be so if unit pole be defined as that 
pole which when placed one centimetre in air from 
an equal pole exerts upon it a force of one dyne, for if 
in (3) m| = = 1 (unit pole), d = I. (cm.) and F = 

1 (dyne), it follows that a = 1. Hence, adopting the above 
unit pole, the force in air between two point poles of 
strengths m, and Wn units and distance d cm. apart is 
given by, 

>= 2!^ dynes. (4) 

The more general formula is J5' = where/iis thepermea- 

bility of the medium (/* is taken as unity for air). 
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tsokUed ?)oiB«^o;ea?**The aotM? forM^b*?***'*^ above apply to 

two ordinary bar magnets S lot “*l® Poles (^y) of 

The tinit pole defined above has no SDeciflo Tiama •+ ■ 
sometimes referred to as a “ O.G S unit^nole ” aid !« * 
times as a “ unit of magnetism.” ^ ^ 

other, eKer<*on eocA ‘’a /o°ce 

gnmms ..hen placed 1 decin^tre apln. FM ZtreZth^fS' 

“ centimetres. ' 

Let m - the weaker pole, .-. 2 m = the stronger pole. 

d = I dcm. = 10 cm. 

Now 1 grm. weight = 981 dynes, .-. 1 milligramme = i?l dynes 
..... 1000 


•\ 500 milligrammes = 

1000 
ie. 


1000 

X 500 = 490*5 dynes, 

= 490*5 dynes. 

p X 2m 
‘ d^* 

~ 490*5 X 50 = 24525 
w=r 156-6, * 


t.e, 

and 3T3-2^Crs®.®‘^T®‘'’^ “'■® 

ana am i (,^.b..s. nmtg respectively. 

egaaf/y magnetised mamett 

S”5rft^gB 

strengths. ^ w pole 

The forces on NS are (a) the re- 
pulsion r. ‘ 
y 
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To eliminate the last two, take moments (see footnote, page 68) 
about S and we get 

^ X SP = 2g X OQ, 

y 

4 « -yM2 ^ V rr 18 X 981 X § 


18 X 981 


VlO^ - 1* 
(approx.) == 883 (approx. )j 


m = 29:7 O.G.S. units. 

Note . — In an actual case other forces would be acting (say) on the 
pole N, viz. the earth and the pole Sh These are neglected in the 
problem. 

18. Field Strength. Unit Field. — It has been agreed 
that the strength or intensity of a magnetic field at any gyoini 
he defined as given in magnitude, direction, and sense hy 
the force {in dynes') on a unit north pole placed at that 
particular point, it being assumed that the unit pole itself 
does not affect the magnetic distribution in the district 
where it is placed. “Eield” is a vector quantity and is 
subject to the law of vectors, i.e. can be resolved into 
components and follows the parallelogram law, and the 
.direction of a field is the direction in which a free north 
■pole would he urged hy the field. 

Unit magnetic field may thus be defined as that 
field which exerts a force of one dyne on a unit 
north point pole placed in it, and a field of strength H 
units is one which exerts a force of ^ dynes on a unit 
pole; if a pole of strength m units be placed in a field of 
strength S units, the force F on the pole will be given by 
the expression 

N =1 Mm dynes. 

From the above it follows that, in order to determine 
the field strength at a point due to a number of magnetic 
poles, it is only necessary to imagine a unit north pole at 
the point in question, to calculate the force on this unit 
pole due to each of the others, and then to find the 
resultant by the parallelogram of forces ; this resultant 
will give in magnitude and direction the intensity of the 



58 


ittAaSrJltlSM.— ttmOAMlNTAl. THEOBt. 


field at the given point. Thus iAe intensity of the field 
at disUnee d cm. from, a north pole of strength m units is 

— -units in the direction of d, i.e. awwy from the 


(P 



. Again, let jVS (Pig. 61) represent a long thin magnet 
whose poles m and - m may be regarded as point poles, 
and let it be required to find the in- 
tensity of the field at P. The force 
on a unit north pole at P due to JV is 

given by and acts in the direc- 

tion AP ; let it be represented by PP. 
Similarly, the fqrce at P due to the 

pole P is given by 1 and acts 

m the direction FS ; let it be represented by PQ. Then 
by the^ parallelogram of forces, the resultant force at P 
due to the magnet FfS is represented by FT. The mag- 
nitude and direction of this resultant force determine the 
intensity ^ the magnetic field due to the magnet NS at 
the point F. 

well-known expres- 

(PP)* = (Pi?)2 + iPQ)2 2Pi2 X PQ X COB JRFQ, 




where NP = d, SP = di, angle SPQ = 9, and F = the field A 
neater expression for the case of a small magnet is given in Art. 3h 

Exp. (^aphicdetepnirmtumof the direction of the field of a bar 

magnet at a given point. j ^ oj a oar 

D® strength m unknown, the direction only of the 

fwf ^ ^ graphioally determined as follows, ftom the 

Plf 'PD-^ ^ 1 1 

■^^-NPi-W^=TP^--SP^ = ^P‘:^P^. 

Now SP and NP are both hrumn distances; hence mark o« along 
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FE a distance representing on a suitable scale and along PQ 
a distance representing NP^ oh the same scale. (Complete the 
parallelogram and draw the diagonal PJT; this is the direction of 
the field, and is a tangent to the line of force at P, 

From the defiaition given above, the reader must not 
conclude that intensity of field ” and “ force are 
identical in nature. What is meant is that, if the force 
on unit pole is M dynes, the intensity of the field is H 
units of intensity. This will be better understood after 
.reading Chapter XXI. 

The conception of lines and tubes of force referred to in 
Chapter I. leads to another method of defining field 
intensity, Ipaagine a magnetic field traversed by fines of 
force, and further, imagine the lines to be grouped into 
tubes of force (Art. 5) which touch each other laterally 
and fill the entire space. When conceived on a certain 
definite plan, so that a certain definite number of tubes 
of force (to be given later) are imagined to emanate from 
a unit pole, the tubes are known as unit tubes of force. 
One property of these tubes has already been mentioned 
(Art. 5) — they tend to contract longitudinally and to 
expand laterally, a fact which explains the attraction and 
repulsion between magnetic poles. 

^ Another property is that the tubes are narrower in the 
strong parts of the field than in the weak parts of the 
field; in fact, if Fig. 62 represents such a tube, and if 
the cross-section of the tube at P be twice the cross- 
section of the tube at A, the field at A 
will be twice the strength of the field at 
P. Further, there will evidently be more 
tubes passing through a square centimetre 
in the strong parts of the field than in 
the weak parts of the field, e.g, in the Fig. 62. , 
case just considered there will be twice as 
many tubes per square centimetre* in the neighbourhood 
of A as in the neighbourhood of B. Hence ihe strength of^ 
the field is inversely proportional to the crosS’ section of the 
unit tubCy and directly proportional to the number of unit 
tubes per square centimetre taken perpendicular to their 
direction. 
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The actual uumerical relation is established as follows. 
Imagine a unit north pole at the centre of a sphere of one 
centimetre radius ; the force on another unit north pole 
anywhere on the surface of this sphere will be (Art 17) 

1 dyne, so that the field at the surface of the sphere will be 
a unit field. It is agreed to conceive the unit pole sending 
out one tube of force per square centimetre of the surface of 
the sphere {unit field), and these are our unit tubes. As 
the surface of the sphere is 4nr square centimetres, this 
leads to the results (a) Aar unit tubes of force radiate '| 
from unit pole, and (6) Arrm unit tubes of force radiate 
from a pole of strength m. The 4ar, arbitrarily intro* 
duced in this way, is found as a consequence in a large 
number of electrical and magnetic formulae. ‘ 
trnit magnetic field may thus be defined as that field 
which has one unit tube of force per square centi- 
metre, and the intensity of a magnetic field at any 
point is measured by the number of unit tubes per 
square centimetre at that point, the area in each case 
being taken perpendicular to the direction of the tubes. 

Imagine a pole of strength m at the eentre of a sphere of radius 
r qm. The field intensity at any point on the sphere is nt/r'S and 
Since the 47rm unit tubes occupy the area 47rr2, the cross section of 
each tube at the sphere is ivryirm, i.e. r^m. Thus the field in- 
tensity multiplied by the cross section of a tube is - x -, ie. unity. 

m 

In electrical engineering it is customary to say that ‘‘unit field 
has one line of force per square centimetre,” that “a field is 
measured by the number of lines of force per unit area that 
“47r lines of force emanate from unit pole,” and, generally to 
speak of the “ number of lines of force ” on a given area These 
expressions are not scientifically accurate, although sanctioned bv 
usage, e.p. every point in a field has its line of force, and therefore 
the number of lines on a given area is infinite. “Lines of force” 
here strictly means “ unit tubes of force,” but there is, perhans no 
harm in adopting the practical wording if the real meanins?’ be 
understood. ® 

The number of unit tub^ passing through a given area is some- 
times called the magnettc flux across that area ; thus the strencth 
of a field is measured by the Tiwhgnetic fiux per unit area. ' 

The unit field is sometimes called a Crauss ; thus a 
magnetic field of 15 C.G-.S. units would exert a. iorce of 
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15 dynes on a unit pole, would have 15 unit tubes of force 
per square centimetre taken perpendicular to their direc- 
tion, and would be spoken of as a field of 15 gausses. 

Example. A north pole whose strength is 10 0,0. S, units expe/ri- 
ences a force of 20 dynes when placed at a given point in a certain 
magnetic field : find the intensity of this field at the given point. 

Here a north pole of 10 units of strength experiences a force of 
20 dynes. Therefore a north pole of unit strength would, at the 
same point in the held, experience a force of fg = 2 dynes ; that is, 
the intensity of the field at the given point is 2 C.G.S. units. 

19 . Magnetic Potential. ITnit Potential. Field 
and Potential Gradient, — Tliere is yet another way of 
defining a field, depending on the conception of potential. 
Let N (Fig. 63) be an isolated north pole, and imagine n 
to be a unit north pole at an infinite distance. To bring 
n from infinity to JL, work , 

must evidently be done y» 

against the repulsion of JV, w » I” 

and to bring the unit pole ^ ® A 

to B clearly more work must § 3 ^ 

be done. With a given pole 

N, the work in these cases depends only on the positions 
of the points in question, and such work is taken as a 
measure of what is termed the magnetic potential at 
these points. Thus, if ergs of work be done in moving 
the unit north pole from infinity to A, C.Gr.S.* units 
is the potential at this point A ; if ergs of work be 
expended in moving the unit north pole to B, C.G.S. 
units is the potential at the point By and the difference 
in magnetic potential between A and ^ is TFj 

C.G-.S. units. 

If N be replaced by a south pole the same reasoning 
holds, but in this case the unit north pole would move up 
under the attractive force ; in other words, work is done 
against the magnetic force in the first case, and the unit 
north pole is moving from points of lower to points of 
higher potential, whilst work is done by the magnetic 
foTce in the second c^se, ^nd the unit pole is moving f roip 




pomte of Ingter to points of lower potential. Further it 
IS evident that at an infinite distance from N the force’ is 
zwo; all points at infinity are, therefore, at the same 
potential, and m the above this is taken as the zero of 
potential. 

Kence the magnetic potential at a point is defined as 
measured oythe work done, in ergs, in moving a unit north 
pole from xnfiMy to thai point, and the difference in mag- 
ndie potential between two points is defined as measured L 
the work done, in ergs, in moving a unit noHh pole from 
one point to the other. Thus the magrnetic potential at 
a point in a field is 1 C.G.S. unit if- one erg of work 
be done in moving a unit north pole from infinity to 
toat point, and the magnetic potential difference 
between two points is 1 C.G.S. unit if one erg of 
work be done in moving a unit north pole from one 
point to the other. The unit magnetic potential has no 

SjpCClGC nSiBlB. 

~ potential of B and F, = the 
potential of 4 j the work required to move a unit north 
pole from ^ to B is, therefore, F, - F, ergs. Suppose 
now that A and B be very near together, and let S = the 
intensity of the field in the direction Bi; the work 
r^uired to move the unit north pole from to B is 
therefore, BT X ^B. Hence om ^ lo is, 

Hx4B=F,-F,. 

H = ZuzIa. 

AB ’ 

^e light-hand expression gives the potential gradient 
between B and A, hence-(a) the intensity at^ point 
in a magnetic field is numerically equal to the mas 
netic potential gradient at that point; (b) the in 
tensity of a magnetic field is greatest in those reckons 
where the potential gradient is steepest, i.e. where the rate 
of variation of potential is -greatest; this is evident for 

Assuming A and B indefinitely close together, writing 
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iv for Fj — F^ and dx for the small length BA, we get the 
usual expression for the above, viz. 



the insertion of the negative sign being conventional, 
indicating e,g, that the potential diminishes as the dis- 
tance oj/rom jV (Fig. 63) increases. 

It should be noted that the work done in carrying the unit pole 
from one point to another is independent of 
the path described. Consider the two points 
A, B (Fig. 64) and the two paths ACB and T 
ADB, Imagine the unit pole to be carried \ ^^8 

round the closed path A OBDA ; the total 
work is zero, for everything is now in the 
initial condition again. The work for the Fig. 64. 

path (75 must therefore be equal and op- 
posite to that for the path BDAy and therefore equal to that for 
the path ADB. Thus the work is the same between A and B 
whether the path .4(75 or the path :di>5 be taken. 

From the definition of magnetic potential tbe reader 
must not conclude that “ magnetic potential ” and “ work” 
are identical in nature. What is meant is that if the 
work done in moving unit pole from one point to another 
is IF ergs, the magnetic potential difference between the 
two points is IF C.G.S. units of potential, not W ergs. This 
will be better understood after reading Chapter XXI. 

Potential is a scalar quantity; thus the potential at a 
point due to a number of magnetic poles is simply the alge- 
braic sum of the potentials due to each (see Arts. 24-26). 

lixample. Find the work done the field^^ in moving (1) a 
north pole of strength 2 units from a point where the Tnagnetic po- 
tential is 50 to a point where the potential is 10 ; (2) a north pole oj 
strength 5 units from a pcnnt where the magnetic potential is 4: to a 
point where the potential is 12. 

(1) Magnetic potential difference = 60 — 10 = 40 O.G.S. units. 

Work done by the f eld in moving a unit north pole as indicated 
==40 ergs. 

Hence work done by the field in moving a north pole of 2 units 
as indicated = 80 ergs. 




Ji 
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(2) Magnetio potential difference = 12 - 4 = 8 O.G-.S. units. 

.‘. Work done agaimt the field in moving a unit north pole as 
indicated = 8 ergs. 

Work done by the field m moving a north pole of 5 units as 
indicated ~ ~ 4:0 ergs. ^ 


20, Action of a Magnet in a Uniform Field. Mag- 
netic Moment. Intensity of Magnetisation, 

If the intensity is the same in 
i . ^ ^ magnitude and direction at every 

‘ ^ fyoint of a magnetic field the latter 

I is said to he a uniform field. In 

f such a field the lines of force will 
be parallel straight lines, and the 
tubes will be everywhere uniform, 
straight, and equal in cross-sec- 
tion. The earth^s magnetic field 
over fairly extended areas is uni- 
form, whilst the field in the 
vicinity of a bar magnet is non- 
uniform, 

m H I Let m be the pole strength of 

1 the magnet NS (Fig. 65), E the’ 

j intensity of the uniform field, and 

a the angle the magnet makes 
with the direction of the field. 
The force on each pole is mJT ; 
these constitute a couple the moment of which is obtained 
by the product of one of the forces and the perpendicular 
distance ST between them ; thus 


Couple on NS = mE X ST=imE X SN sin a 
= m X SN X E sin a. 

The product (m X SN) of the*pole strength and the 
distance between the poles is called the moment of the 
magnet and is denoted by Jf ; hence 

Couple on NS = ME sin a. 

The effect of this couple is to rotate the magnet until it 
lies parallel to the direction of the field^ in which positioni 
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the couple vanishes since a = 0°, and sin a is therefore 
zero. Clearly the couple has its maximum value when the 
magnet is at right angles to the field, in which case a = 
90^^, sin a = 1, and the value of the couple is MB. 

Since the magnet poles are of equal strength and the 
field is uniform, the forces acting on the two poles are 
equal, opposite, and parallel ; heme there is no resultant 
translatory force acting on a magnet in a uniform field, i,e. 
no force tending to make it move hodily, tut only a directive 
cou^ple setting it parallel to the' uniform field. Thus if a 
magnetic needle be placed on a cork in a vessel of water, 
the cork and needle will rotete until the latter lies in the 
magnetic meridian, but there will be no tendency to move 
over the surface of the water. It may be mentioned that 
the absence of a translatory force in such cases is one 
proof that the poles of a magnet are of equal strength. 

In the preceding, if the magnet be at right angles to the 
field the couple acting on it is MR, and S the field be of 
unit strength the couple is M. Hence the moment of a 
magnet is measured by the product of the pole 
strength and the distance between the poles, and is 
mimerioally equal to the moment of the couple act- 
ing on the magnet when at right angles to a uniform 
field of unit strength. 

If the magnetic state of a magnet is such that the quan- 
tities of free magnetism appearing on the opposite sur- 
faces of a cross-section taken at right angles to the axis 
at any point are exactly equal but of opposite sign and 
uniformly distributed over the surfaces of the section, 
then the magnet is said to be uniformly magnetised. The 
intensity of magnetisation of such a magnet is the ratio of 
the magnetic moment to the volume; thus if M be the 
magnetic moment, m the pole strength, V the volume in 
cubic centimetres, I the length in centimetres, and a the 
cross-section in square centimetres, we have for the inten- 
sity of magnetisation J — 

j __M ml __ m 

“■F“ a ’ 

hence the intensity of magnetisation may be defined 

M. ANB B. 
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as the' magnetic moment per unit volume or as tlie 
pole streugtk per unit area of cross-section. 

From what has been said in Art. 2 it will be under- 
stood that uniform magnetisation, as defined aboTe, is not 
found in the case of actual magnets. In the case of a 
uniformly magnetised magnet the free magnetism would 
appear at the ends only, and the intensity of magnetisa- 
tion would be the same throughout its substance. Actual 
magnets, on the other hand, exhibit a distribution of free 
magnetism along their length, and the intensity of mag- 
netisation varies from point to point in their volume. The 
intensity of magnetisation at any point in a magnet may he 
defined as tJ^e magnetic moment per unit volume at the 
given points 



lSis£amples. (1) A magnet 10 cm, long, with poles of unit strength, 
is freely suspended in a horizontal uniform magnetic field of intensity 
0*18 unit : find the rtioment of the couple tending to restore the magnet 
to its position of rest when it is defected in a horizontal plane through 

from that position. 

The moment of the couple tending to restore the magnet to its 
position of. rest is given by MH sin a. 

Here M ss =s 1 X 10 = 10 C.G.S. units, 

H = 0*18 unit, 
ct = 30°, 

.*, moment of. restoring couple = 10 X 0*18 X sin 30® 

= 1*8 X f = 0*9 (dyne cm. or C.G.S. unit). 

(2) A magnet suspended hy a wire hangs in the magnetic meridian 
when the wire is untwisted. If on turning the upper end of the wire 
half round the magnet is deeded 30® from the meridian, show how 
much the upper end must he twisted to deflect the magnet from the 
meridian. 

When the magnet is deflected through any angle a it is in equili- 
brium under the action of two couples, viz. (1) a restoring couple 
whose moment is MH sin a tending to bring it back into the meri- 
dian, (2) a deflecting couple due to the torsion on the wire (whose 
moment is, within limits, proportional to the angle of torsion) tend- 
ing to turn it out of the meridian ; hence^ 

(7ase 1. Angle of torsion oc sin 30®, 

/. 180® - 30® oc i£Fsin 30®, 
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Case 2. Let ^ = the required angle, 

i9°-45® oc JLS'sm45® 

^ r -45“ _ sin45° _ jf‘_ >/f’ 

150“ sin 30“ “ I 

A r -45 = 150 ^2" 

’ f ^i'*' ^“ = (150 *^2 -f 45) degrees. 

^ pf Two magnets whose momenta are ilfj and are rigidly fixed 
t^&ther at their centres so that their axes make an angle $ with each 
other, and the combination is ftoaied on a cork in water. Find the 
position of equilibrium with respect to the magnetic meridian. 

Let Fig. 66 represent the position of rest, the line mm denoting 
the magnetic meridian. 


N. 


Fig. 66. 

The couple on is Mi-B sin a and tends to rotate the combi- 
nation counter-clockwise into the meridian. The couple on N 2 S 2 is 
sin § and tends to rotate the combination clockwise into the 
meridian. Since there is equilibrium 

MiH sin a = M^H sin /3, 

* EEL? — -^3 
** sin /3 Mi 

Thus the combination comes to rest in such a position that the 
sines of the angles which the magnets make with the meridian are 
inversely as their magnetic moments. If ^1^1 = a = ^3. 

To get the right position graphically, draw the two lines .iJS and 
enclosing an angle 8, On A B mark off a distance >4 X repre- 
senting the moment ifi on a suitable scale, and on AG mark off >4 Y 

'■/ 

I 



1*1 
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representing if2 on the same scale. The diagonal AZ ol the paral- 
lelogram AXZY will represent the meridian, and the angles a and 
jS will he as indicated, From the figure — 

sing 

sinp YZ AX 

which agrees with the condition found above. 


/ 


21. Action of a Magnet in a Hon-nniform Field- — 
Consider the action of the magnet ns in the non-uniform 
field of the larger magnet 1X8 (Fig. 67). N8 is supposed 
to he fixed, and ns to be piToted at 0 so as to move freely 
in a horizontal plane. Let m and 
denote the respective strengths 
of the poles of the magnets. Then, 
considering the action of the poles 
of NS on the pole s of ns, we have 
that the pole N attracts it with a 
force represented by so, and equal 

to , and the pole S repels it 

(Nsy 

with a force represented by sh and 

1 . mmi 

equal to 

The resultant action of the magnet NS on the pole s is 
therefore represented by sc, and by an exactly similar 
construction the resultant action on the pole n may be 
represented by /nf. Under the action of these forces the 
magnet ns will take up a position of equilibrium in which 
the moments of the forces represented by sc and nf round 
0 are equal, that is, sc X Op = nf x Oq.^ 

If the magnet ns is not pivoted at 0, but perfectly free 
to move in the plane of the paper, then it is evident that 
the action of the forces sc and nf must be to draw it up to 
that is, the magnet ns experiences a force causing 
motion of translation, and not merely a couple setting it in 



* The moment of a force about a point is the product of the force 
and the perpendicular distance of the point from the line of action 
of the force. Compare this with the definition of the “ moment of 
a couple,” ,, ' . . ■' ; ' 
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a particular position, as is tlie case with a magnet in a 
uniforni field. When pivoted at 0 the resistance of the 
pivot prevents the translatorj motion, but allows the 
magnet to set in the position of equilibrium indicated 
above. 

The fact that a magnet in a non-uniform field haSt in 
general^ a remltant translatory force acting on it and is not 
merely subject to a directive influence should he carefully 
noted ; as will be seen later, in this case the forces on the 
poles can be resolved into a couple and a single force, the 
combined effect of which is to tend to make the magnet 
not only take up a definite position, but also to move 
bodily (Art. 35). 

22. The Period of Tibration of a Magnet, — We have 
seen that if a freely suspended magnet be deflected from its 
position of rest in a magnetic field, it at once experiences a 
couple urging it back into that position, and as a result it 
oscillates backwards and forwards about its equilibrium 
position, until finally it becomes stationary again. ^ In such 
cases a double swing, i.e. a to and fro movement, is called a 
vibration, the number of complete vibrations in one second 
is called the frequency , the time taken to execute one vibra- 
tion is called the ^period, and the extent of the motion from 
the central position to an extreme position is called the 
amplitude \ a single swing is often referred to as an 
oscillation. 

Experiment shows that with oscillating magnets, 
although the amplitude of the vibrations gradually 
j diminishes as the magnet gradually comes to rest, the time 

of performing each vibration is (for small swings) the 
; same, and further experiments show that the time of a 

I vibration depends upon the size, shape, mass, and magnetic 

1 moment of the magnet, and upon the strength of the field 

I in which it vibrates. 

Exp, Suspend a magnetised knitting-needle of medium strength 
and start it oscillating by bringing a ma^et towards it for a mo- 
ment. Determine the number of vibrations (or oscillations) in a 
given time, say one minute, Now hang a piece of lead on each half 
of the needle, thus increasing the mass, etc., and determine the 
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number of vibrations (or oscillations) in the same time. The num- 
ber will be found to be less, i.e. the period of vibration is greater the 
greater the mass. 

Remove the lead and strengthen the needle by further magnetisa- 
tion, thus increasing its magnetic moment, and again find the number 
of vibrations (or oscillations) in the same time. The number will 
be found to be greater than in the first case above, i.e. the period of 
vibration is less the greater the magnetic moment. 

Strengthen the field by placing the north pole of a long magnet a 
short distance to the south of the needle and repeat. The number 
will be found to be greater in the same time, i.e. the period of vibra- 
tion is less the stronger the field. 

It lias been shown in Art. 20 that the moment of the 
couple acting on the magnet when deflected through an 
angle a is MK sin a, and if a be small this may be written 
MSa, Hence if AT be the “moment of inertia” of the 
magnet about the axis of suspension, the angular accelera- 

MJSa , ^ 1 __ _ I* , t 


tion is 


i.e, the angular acceleration is proportional 


to the angular displacement, and the motion of the magnet 
is simffle harmonic motion. Thus, by the theory of simple 
harmonic motion, if t be the period — 

‘ ~ "7® V-mS’ 

V K 

The moment of inertia {K) depends on the mass, size, and shape* 
For a rectangular bar magnet length a cm., breadth b cm., and 
mass m grammes vibrating about an axis through its centre, and 

perpendicular to the surface bounded by a and b, IC = 

IJf 

and for a cylindrical magnet length I cm., radius r cm., and mass 
m grammes vibrating about an axis through its centre and perpen- 
dicular to the axis of the cylinder, JT = m — ^ From the 

formulae, the greater the mass the greater the value of K, and 
therefore the greater the period of vibration whilst the greater 
the value of M or H the less the value oit\ this agrees with the 
experiments above, 

If n be the “ frequency ” n = Ijt and we get 




1 

I 
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Squaring (1) and (2) we get 


'f: 


MR 


and 


MR 


from wMcli it follows tliat — 

(a) If tli6 same magnet be caused to vibrate in different 
fields, tbe square of the period is inversely proportional to 
tbe field strengths, and tbe square of tbe frequency is 
directly proportional to tbe field strengths (see Chapter III.) 
if we neglect any change in the moment of the magnet due 
to the inductive action of the field. 

(h) If two magnets have equal moments of inertia (JT), 
and if they be caused to vibrate in the same field, the 
square of the periods is inversely proportional to the 
magnetic moments, and the square of the frequencies is 
directly proportional to the magnetic moments (see Chap- 
ter III.). 

The expression for Hn (1) is only true for vibrations of 
very small amplitude, and in using this expression for 
accurate work it is necessary to make a correction for the 
average amplitude during observation; thus if ti be the 
observed period, and a the amplitude in cii'cular measure, 



\ ><^ample. Two magnets are arranged paraUel one above the other. 

lihe poles are together the combination maJces 20 vibrations per 
minnie, ar^ when unlike poles are togeiher 10 vibrations per 77tinute. 
Compare their magnetic moments. 

Clearly if is the sam© m both cases. 

In Case I the magnets are in the same direction, so that if Mi and 
M 2 denote their moments, the period, and Wj the number of vibra- 
tions per minute, 

t,=2rj A_. 

If % be the period in the second case, and % the number of vibra- 
tions per minute, ________ 

{Ml 
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. _ ilf, - if, . »,« if, - if, 

■' if, + if,’ ‘‘ • if, + if, 

* + -^2 + - Jfg _ 4- 

Ml + M 2 Ml -j- M 2 
i. + ^ 2 ^ „ 20« 4- 10* _ 5 

'‘-a /2 Wi*-n 2* 20* -10* 3‘ 

23. Tke Product of «M *’ and “H.” Bifilar Suspeusiou 
of a Mag'uet. — The product of the moment of a magnet and the 
strength of a field in which it is placed — generally the earth’s hori- 
zontal field H in practice — is often required. 

One method is to suspend the magnet of moment M by a few 
fibres of unspun silk in the field of strength H, and to determine the 
time t seconds of one complete vibration. From the preceding 
section — 

/. MB ^ 

V MR" • ^2 ’ 

from which, knowing K and t, .the value of ME is determined. 

^ A second method is to suspend the magnet by a wire of phosphor, 
bronze, silver, or other suitable material, so that the magnet lies 
along the direction of the field when the wire is without twist, and 
then to rotate the upper end of the wire through an angle B so as to 
deflect the magnet through an angle a from the direction of the field. 
The restoring couple due to the field is ME sin a, and the deflecting 
couple due to the twist on the wire is proportional to the twist 
{d - a) and therefore equal to (7(0 — a), where G is a constant for 
the wire ; hence, since these balance, 

JlfHsino = 0(9 - o), MS = . 

sin a 



A third method is by means of a bifilar suspension of the magnet. 
Imagine the magnet (Fig. 68) suspended from the two points F and 
Q by two equal threads FR and each of length L Let Q be 
the angle between the horizontal support FQ and the magnet (also 
horizontal), L&, the angle between i^'Q' and RS in the figure, where 
P' and 0! are vertically below P and Q. Let PQ = 2a:, R8 2^/, 
7 * the angle P'PR^ ie. the inclination of the threads to the vertical, 
and IT = mass of the magnet in grammes. 

The tension P in PP can be resolved into a vertical component 
T cos 7 and a horizontal component Psin 7, and the same applies 
to the tension in Q8. The two vertical components balance the 
“ ■ ' ' /• j X hence— 
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'The horizontal component T sin 7 of the tension in PR has a 
moment about 0 equai to T sin 7 X p, where is the perpendicular 
from 0 on P'R^ and similarly for the other horizontal component. 
Since these two constitute a couple we have 


2T 


Total turning moment != 2 T sin 7 x p 
FR X p 


ss (twice area of triangle FOR) 

__ 2 T ajy sin # 

" — 

Substituting the value of T found 
above, 

Couple due to bifilar suspension 

= sin 8. 

h 

where h denotes the vertical height 
PP\ 

Imagine now that arrangements are 
such that PQ and the magnet are both 
in, say, the meridian, and let PQ be 
turned so as to set the magnet at right 
angles to the meridian. The restor- 
ing couple due to the earth is ilf/T, 
and the dellecting couple due to the _ 

suspension is given by the above, $ being the angle between PQ and 
the magnet ; hence — 

MH = sin e, 

h 

i.e. MH = h sin 6, where h — 

(See worked example, p. 158.) 
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24. Potential at a Point due to a Magnetic Pole. _ 
Tlie point P at wliich the magnetic potential is required 
is d cm. from the north pole JS^ of strength m units j 
P Q, P, 8, T are points very near together (Pig. 


Intensity of the field at P = 


units, 
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Ayerage iutensitj between P and Q ==: 

?^orce on unit pole between P and Q = ^ 

jyp.. 

Work done in moyingr unit nortb nniA ivan 


units, 


Fig. 69. 

Similarly — 

Work done in moving unit north pole from iZ to <; 
^ ( m m \ 

Uq 

Work done in moving unit north pole from ;S to E 


in moving unit north pole from Tix> 8 


in movmg unit north pole from T to P 
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But tlie work done in ergs in naoving the unit pole from 
one point to another measures the magnetic potential 
difference between the two points ; thus the magnetic po^ 
tential difference between two points at distances d and 
dj cm. from a pole of strength mis 


Potential Difference 


C.G-.S. units. 


If T be at infinity — is zero and the work done in 
moving unit north pole from infinity to P is therefore 
~ ergs ; hence, by the definition, the potential at P dis- 
tant d cm, from the north pole J!f of strength m is 
given by * 


Potential at JP 


, €.Q.S, units,. 


If N be replaced by a south pole of strength — m, 


Potential at P ; 


C.G.S. units. ' 


The reader acquainted with the Calculus will appreciate the 
neater proof. Since 


Potential at P ~ V, 




25. Potential at a Point (1) on the Axial I*ine, 
(2) on an Equatorial Eine of a Bar Magnet. 

The axial line is the prolongation of the axis of the 
magnet in either direction, e.g. PjP in Pig. 70. If 2Z be 
the length of the magnet, then, with the usual notation — 

Potential at P = - = 
d — l 

^ n n a 


d* - 


C.G-.S. units. 
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Potential at Pj = — . - ^ ^ ' ^ _ m . 21 

<? "— 2 ^ ^ I — 1% 


M 


, C.G-.S. units. 


If tte magnet be very small, so that V may be nedected 
- ^S^res^ctiye^^^^^^ expressions become and 





d-- 


4. 


--■Np 


Fig. 70. 

Potential at P, =z 

Vd2 + p 

It is evident that any point on P P iaaf. 7<„.„ i x- , 

in fact the surf^e bisectkg the axis of a Lgne^iriS^ 
angles is a ^ace of zero potential for anv * •? • 
eqnidist^ from the north and south poles ^ ^ 


Potential at any Point due to a «!«,=n -iw 
>.;n'et.— pe potential at ^y point due to a very smdl 
\y magnet can readily be deduced from the precedhjf ^ 
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Let JVS (Fig. 71) represent tlie short magnet. If the 
strengtla of its poles be m and — m, then the potential at 

P, due to the north and south poles N and 8, is — 


— . Since NS is supposed 
SP 

to be very small compared 
with the distances NP and 
SPf this may be written as 

^ - fi. That is, if 0 be 
nP sP 

the middle point of N8, we 
have the potential at P 
given by 


(OF-^On) (OF + On) / 

2w . On J'ig- 71. 

OP-Oto®’ 

and, as On^ is negligibly small compared with 0P^ this 

, . 2m .On m . ns 
result reduces approximately to — qj^ ~ -^pT* 

But if the angle between OF and ON be denoted by a, 

,Tr/ j , m . ns m . N8 cos a 

ns = N8 cos a, and we get == g-p - 

The quantity m . N8 is evidently the magnetic moment 
of the magnet, and if this be denoted by if, we get the 
result that the potential at P, due to the small magnet 
N8, is given by if cos a/OP^ or if OF be denoted by d, 

Potential at P = C.G.S. units. 


It should be noted that a is the angle between OF Mid the 
positive direction of the axis of N8, i.e. the direction SN 
If P be on the axial line, a == 0*^ or 180^ cos a = 1 or 
— 1, and the potential at P is if/# or — il/d^ as indicated 
in Art. 25. 

If P be on an equatorial line, a = 90° or 270°, cos a is 
zero, and the potential is zero, as shown in Art. 25. 
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if can be resolved 

WjSi of moment M sin a at ^ ® along OP, and 

P due to the former is V fos o/d®*TArt %' ’5*'® Potential at 

latter is zero, the total h#»irir» fu °’r <^tie to the 

of this with the abo“^»kera,^“°®?(f Went 
- to the resolution of mag^^m":” Z »?“ 

Pii^i^WoS"aoJe“Kefl! t— ^ TTniform 
26 it is shown that the poteS^t V 
small magnet JSf8 k S a 

energy of the small mncmAf Q'lso the potential 

to a Lit north pole K for ^ 

done in brineins a unit -lir, ®^Pfesses both the work 
in the field of the m^net S " from infinity up to P 
the magnet from inSv “ bringing 

the field due to a unit nwthLfo ft P^°®Th° t 
expresses the potential ^ ■^* ^ 

made up of a unit north mIp a+^^p’' °f system 

magnet in the positiof O f/ery smaU bar ' 

unit north polf at L -?/• at 0 due to a 

magnet being very small t 1 direction Os, and the 

uniform field of This " 

the magnet in this field is M Ss 

element of the anffie ais thB sup- 

L di,»ao« o( s t “?■ ■?**”“ “■> 

a magnet of moment If in a fie/Tof Potential ^ergy of 
direction makes an ancle B with rbl °f .strength E, whose 
given by the expresS ^ the axis of the magnet, is 

Potential energy = _ mS cos yS. 

the magnet has its minnf value 
be rotated through 90° its notential magnet 

hence the work done in rot^inc +bp f’®°ouies zero ; 

evidently JCff (the change*in'’notentfaf“®^ 
magnet be rotated through 180^° S ' 1 ^ the 

Its maximum value Jfp (gfoce cos 

macupf i ^e^ce the 
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2MM, for tlie energy lias clianged from - MM to ME, le. 
by an amount 2MM 

TIae work done in deflecting the magnet may also be 
found thus: — When the deflection is 
P (Pig. 72) the pole N has moved a » 

distance AB along the direction of the * 

field, and the work done on the pole N 
is measured by the product of the force i / 

and the distance, Le, by mE x AB-^ !§/ 

the work on the pole 8 is equal to / 

this. Hence if be the length of the * 

magnet, / , 

Total work / \ 

= 2mJI X = 23^1^ (J.0 - .BO) ^ 

= 2mif {I — I cos /?) if j 

= 2mlS(l -00^ /3). '"%ig. 72. 

i,e. Total work =r MJE (1 - cos j8). 

When 13 = 90"^ work = ME and when B = 180® work 
= 2ME. 


180® work 


28. IResoliition of iMagnetic Mloment. — The moment 
of a magnet may be resolved in accordance with the rules 
that apply to the resolution of a force into components. 
Just as a force F may be resolved at any point into com- 
ponents Bj, p;, B3, . . . making angles a^, . . . with its 

direction, so the moment of a magnet, assumed to have 
the direction of the axis of the magnet, may be resolved, 
at the mid point of the axis, into components Jfp M^, Ifg' 
. . . associated with axes making angles a^, a^, o^, . . , 
with the axis of Jf. The truth of this may be proved 
as follows. If we resolve B and B^, F^, Bg, . . . along a 
fixed direction with which their directions make angles 
jS, ^3, . . then, by the principles of mechanics, we 
have 

Bcos /S = Bi cos + Bg cos + B3 cos Bg + , . ; 

■'or , 

rcosj8=:SBcos/?. 

Similarly, if the law of resolution be assumed to apply to 
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magnetic moments, and it M M M M 

P> Pv Pv P31 • • • ’snth their axes, then we have ^ 

ilf cos ^ = M, cos + M, cos + Jf, cos ^83 + ... 
Mcos/S = 2ilfcosy8. 

p.“t^prLt 

If, cos /?, cos A jf3 cos A 

» ^2 > • • • 

and since, as shown above, 

if cos /3 = if, cos /?, + if, cos /S, + if, cos B + . . , 
we have 

M cos ^ 

~d^ 
that is, 


: , if, cos A , if, cos B. 




M. cos /? 


, y M cos ^ 
dV ' 


S^moTin- S * potential at P, due to the magnet 
tn *’ sum of the potentials due 

to the components if,. M„ M,. . . . into which it has been 
resolved. This i-esult is in accord with the principles of 
magnetic potential. Hence the assumption tfat the rules 
for the resolution and composition of forces may be 
applied to magnetic moments leads to results in accord 
with magnetic theory and may therefore be accepted. 

29 . Intensity of the Magnetic Field at any Point 
on the Axial line of a Bar Magnet.-This is obSd 


Fig. 73 . 

by estimatmg the resultant force on a unit north pole at 
the given pomt. Let Kg. 73 , represent the majet; 
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then, to determiiie F, the iatensitj of the field at any 
point, P, on the axial line, we have 

F = ■— ^ 

NP^ 

where m is the strength of the magnet poles. If 0 foe the 
middle point of NS, and OP be denoted by d, and ON by 
I, then, we have 

W =. ^ ni 

(d-^iy (d H- ly 

fir F— 

(P - 

and as j|f, the magnetic moment of the magnet, is equal to 
2ml, this may be written 

If I is very small compared with d, this reduces to 



The direction of F is that of OP produced, i.e. along the 
axial line. In this case NS is said to be “end on ” to the 

point P. 


30. Intensity of the Magnetic Field at any Point 
on an Equatorial Line of a Bar Magnet.— To de- 
termine the intensity of the field at P in Fio'. 74 we 
have “ 


Intensity at P due to iV = ^ in the direction NP, 

Intensity at P due to S = - ^ in the direction PS. 

Denoting these two by the lengths PT and PF, com- 
pleting the parallelogram and drawing the diagoni PE 
this latter represents in magnitude and direction the 

M.ANDB. a 


t 


I 

* 


I 


I 

6 

I 


J 
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resultant intensity F at the point P. Prom the figure it 
IS clear that N8P and PPP Le similar triangles, hfnce ’ 


F = _ = 


/ A , i.e. F C.G-.S. units. 

/ I Y + 1 ^)^ . 

Y 1 ''' , small compared with d so 

/ ' that P may be neglected, 

' ! 

/ 8 \ Jjz=z 

I i ^ # 

direction of F is parallel to the 
axial line of N8. In this case NS is 
Kg. 74. said to be “ broadside on ” to the point 
. P. Prom the two expressions for small 
magnets it is clear that the field due to such a magnet 
“pd on” is twice the field due to the same magnet 
“ broadside on ” at the same distance. 

Examples. (IM wifojjji/j; magnetised bar magnet 10 cm. long 
and of momemJ 200 G.G.S. wnds %s placed in a hanwntcd posili<^ 
witu us axis in the magnetic meridian 
and its north' pole towards the nmihe A 
A small compass 10 cm. due east of ” 
the centre of the magnet is in neutral | ^ 

equilibrium. Find the horizontal in- j « ^ a 

tensity of the earth^s magnetic field. I 

Let R (Fig. 75) be the position of ® 

the compa&s. Since the latter is in 1 . 

•equilibrium the field at due to I ‘ F 

the^ magnet must be equal and op- ^ 

posite to the earth’s horizontal field ^ B 

t.e. since the magnet is “ broai Fig. 75. 

side on” to 

^ _ 200 

((^» 4. ^2)| (102 q. 

/. d4 0.G.S. unit. ■ 
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(2) Two short bar magnets of moments 108 and 192 units are placed 
along two lines drawn on the table at Hght angles to each' other, . 
Find the mtensity of the field at the point of iiUersection of the Imes, 
the centres of the magnets being re- 
spectively 30 and 40 cm. from this 
point. 


,Tlie conditions are shown in Fig. 
76- The intensity x due to NS is 

in the direction indicated, i’.e. 
d'* 


X = sf If ^ = -008 unit. 

Similarly, the intensity y is 

in the direction indicated, 
ie. y = = -006 unit. 

Hence, for the total intensity F in the direction shown we have 
#2 _ 4. y \ 

i.e. F = J(^08)2 4 {'006)2, 

/. = -01 O.G.S. unit. 






Fig 




31, Intensity of tke Field due to a small Bar Mag- 
net at any Point.— Let N8 (Fig. 77) represent tlie small 

magnet. Its moment M 


ft 


may be resolved into two 
components, If cos a along 
OP, and M sin a at risrbt 
angles to 
Jf On being 
The field 


Pa, and that 
M sin a at the same 
• ^ M sin a 


Fig. 77. 


If the 
fields acts 

the angle aFc be denoted by then 



magmiism.-ftodamektal THBOEr. 

iM. i kST SicS 7,™ 5' 

ten a = TM/OB and tan ^-Tr/ p ^ 

2'-S_„ra „„ ^^^-TBIBP, and therefore 

~ *^3,t is OB is ^OP. 

fofc"’ Sr^oi^keTto-t^P the construction is as 

third of OR ^iroSh P Cpi®f^ 

and cutting SN produced at ^ to OP 

the component magnets, and d the diftaL^ol ® ^ 

F‘ = i>y‘ + y^=. J' SJfrosjjj 2 

• TO 3£ f— 

— -^ V 4 cos^ a + sin® a, 

^=^t/r+ 3cos®a O.G.S. units. 

f= 2«/A “?£ p ; and 

• = -/2 or 3r/2, 000. . = 0 S“?rt“sS"' 

Sphere.— Let the ^rohwe*be yniforiuly Magnetised 

arrow (Fig. 78), BO that the surfeel olf ttf h^ the direction of the 

exhibits north magnetism and tSt on the '’^ht 

The sphere may be imagined to be made^m /f magnetism. 
very fi?waZ4 simple magnets (called oj^ 

and length each of pole 

poles to the right and their sMtf poles to tL 
of these per unit volume, then since th« ^ are a: 

moment per unit volume is t /“b?lt“‘ tire 

netisation of the sphere, * be the intensity of mag- 

I = mxl. 

Again, since each north rvnlA io o 4 
*e right of its companion south polfa”*" ‘oe^ry mall distance 
looked upon as distributed uniformlv tw ““f* P°i®® may be 
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reason, as diafcributed uniformly throughout a sphere whose centre 
is at s, where ns Since there are x north poles per unit 
volume in the north sphere and each is of strength the amount 
of north magnetism per unit vol- 
ume is XMf and the total north 
magnetism is §7r7'^-xm, where r is 
the radius of the sphere. Simi- 
larly, the total south magnetism 
in the south sphere is — §m^xni. 

Hence, since a sphere of north or 
of south magnetism acts at ex- 
terna! points as if the whole of 
the magnetism were concentrated 
at the centre (as will be shown 
later), the effect of the magnetised 
sphere is just the same as that of 
two poles, a north pole of strength 
^irr^xm at and an equal south 
pole at 8. 

The potential at the point P due to the uniformly magnetised 
sphere is, therefore, obtained as in Art. 27, viz. 

Potential at P = 1 L \ 

^ \nP sPj 



: §wr^xm 


( sP ~ 7lP \ 
\nP X aP/ 


= ^Trr^XTn 


I cos a 

'~0W* 


and, since xml = I and OP = d, say 


Potential at P = f Trr^J 

. 

This is identical with the result of Art. 27, since |wr®/ is the 
moment M of the sphere; he7ice a wiiformly magnetised sphere 
produces the same poteniial at a point outside as would be produced 
by a small magnet at its centre lying in the direction of magnetisation 
and having a moment nume7ncally eqwjil to the moment of the sphere* 

In the same way \hQ field at P due to the uniformly magnetised 
sphere is given by the formula of Art. 31, M having the value 
f 7rr®/. 

The field at a point Pi inside may be calculated if we assume 
(what is shown later) that the force at Pj is due entirely to the 
concentric sphere passing through Pj, the portion of the main 
sphere outside Pj having no effect. The force at Pj due to a north 

pole |ir(?iPi)3a?m at n is ^irxm ».e. %Txm {nPff along tiP,, 

and the force at Pj due to the south pole |T(sPj}Sicsji at $ is 






86 ftodahbotai thbort. 

®y‘l*«triangleof foroesth. 
- But , and 

thus the^d atan internal poin/p, is iSfan^rpluer ’ 

influence of the^Bartli^c^^ combined 
(J-ii/. 79) Magnet m' 




^'ig. 79. 


^gle ^ from the &^tfonTf the earth^*h^ through an 

Lr'‘” •» « Sis 

E,.ta-mg «„pl, i„ i„ tt, »rlh = .^ X SE 

7“' f ™ ‘‘ '"““■ a* «<■»■•«<; S to TO 
may he taken as eguaZ to that at 0, viz. 2iif<f . 

where M is the moment of N'8' 2/ if« i 

distance O'O. The force ohm^iT ]®^h, and d the 
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tending to set N8 at right angles to the meridian ; hence, 
as above, we have 

Deflecting couple dne to = m v WK 

Since these two couples balance each other 

NK = ,nEx8E, 

^ X jff tan 0 . 

Hence the position of equilibrium of WS is such that 

tau0= (1) 

or, writing in another form more convenient in practice, 

§ = ••••(2) 

If I be very small compared with d so that P may be 
neglected, this becomes 

M 2 W 

This is known as the ‘‘ tangent A position of Gauss.” 

Case 2. Action of the Magnet N8 H 

under the combined influence of the ilt> 

Barth and a ** Broadside on^^ Magnet 
W8' (Fid, 80) Ivina north or south f * . p 

ofm. /TT™^ 

As before, we have 

Eestoring couple due to the t, ‘ 

earth = mH % 8K. ^ 4 

Again, the force on each pole of JSE ! 

due to is in this case » 

W ^ V s’ 

■ , m — — _ (Art. 30) and . ■ 


Deflecting couple due to UTS' = m 


ti ; s' 

Fig. 80. 

^ X NE. 


(<f‘+P)T 


I .,K 
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Hence, as before, 

M 

• Jr _ i^TT 

a = ^ X — ff A 

(d? + ^2)1 NK 

.-. tan 6 = ^ _ 

s(d‘ + P)^’ 

g= ~ (^^ + tan 0 

. in be very small compared with d, this becomes 

g. = tan d 

measurements (see Chapter III ) magnetic 

H F denote the field due to W',<?' 

angles to the field H), a more “lener^”^^^*^^ 

and (4) is ^ general expression for (1) 

= gn.e.F=S-tan0. 

V 34r. Conples between Small Mao-nAfe r 
» A,.. 35 th. .eto ., a. ^ S “t 

M 2m' Imagine two 

s' . n ' ma^ets and JV'S' laid 

—g— constraint in the po- 

sition shown in Pi®, gl a 

Fig. 81 . thl^I between 

the field of and the 

be the moment and pole streuoll*,?# ^“8 m 

of and d the distance 0 O - fh moment 

are very small, we have (Art^bj the magnets 

Couple on due to WS' = X NK 
2Jf' 

= X SNuma = 2 iOf sin g 
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n-ni! ? 7^ BO that the two magnets are at riqht angles, 
W 8' being end on;' ^ ^ ^ 

Couple on N8 due to N'S^ = 

* 

and if a = O'" so that the two 
magnets are in the same straight 

the couple on Yanishes. jS' ^r- 

Again, let the magnets be o.| — 

placed as in Fig. 82, a being ’L. ^ 

again the angle between the i 

field of N'S' and the axis of Pia- 82 

then we have ^ 

Couple on N8 due to WS' = m x NE 


Pig. 82. 


If' 

= X SEsma 

dr 

_ MM sin a 
‘¥~" 

If a = 90^ SO that the two magnets are at right angles, 
W8^ being broadside on," 

Couple on NS due to W8' = 

d^ ' 

and if a = 0° so that the two magnets are parallel, the 
couple on NS vanishes. 

Consider now two magnets placed as in Fig. 83, where 
N 8' is end on ” to N8, and N8 “ broadside on ” to N'8\ 
The couple on N8 due to N8' 
f 0 Kf* 2MM'ld^ (clockwise) and the 

“10 couple on N8' due to N8 k 

^ t -i.Jg MMjd^ (clockwise), so that re- 

Pig. 83. • garding the two magnets as a 

single system the resultant couple 
will be ^MMjd^ (clockwise). From this alone it would 
such an arrangement, placed on some hori- 
zontal platform and suitably suspended, would undergo 
continuous rotation in a clockwise direction ; this is 
contrary to experience, and the explanation is found in 


t <4.is 

Pig. 83. • 
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tlie existence of an equal and opposite balancing couple 
explained in Art. 35. 

In the above, special eases of the couples between the two small 
magnets have been considered for simplicity, but a slight extension 

of the method enables the gene- 
sis ^ ral case shown in Fig. 84 to be 

I A solved. With the usual notation 

^ proceed as follows 

S' I ' ■'*"s '“k m CmipkonNSduetoN'S. 

^ 2 . ^ Resolve N'S' of moment if' 

Fig. 84. into two components, vi25. %ai of 

moment W cos § along OjO and 
Wo8o of moment M' sin ^ at right angles to OjO. The force on 
each pole of NS due to WiSj is (assuming it to be the same as at 

0) m parallel to OjO as indicated, and the couple due 

to Wjai is therefore 


X SN sin a, 

i.e. Couple due to UiSi - ^^M^cos ^ sin a. 

Again, the force on each pole of NS due to UnS^ is m — at 
right angles to OiO as indicated, and the couple due to 712^2 is there- 
fore y SK z^ V xWens a. 


!. Couple dm to n^s^ — sin p COS 

Since these are both clockwise we have 

iz OOB ^ Bin a. 

' + sin j9 cos a). 

(2) Couple on N'^ due to NS. 

In the same way it can be proved that 

Couple ou N'N due to NS = (2 cos a sin 3 

+ Bin a oos jS). 

If ^ 0 and a = 90“ the couple on WS becomes and that 

on N'S' becomes MM jd^y the “ end on” and “ broadside on ” cases 
previously considered. If p = OP and a= O'" (magnets in the same 
straight line) both couples vanish, or if jS = 90® and a = 90® (magnets 
parallel) both couples also vanish, as previously indicated. 


Couple on NS due to NS' 




MAaKBTISM. — -BUI^BAMEKTAL THEOBT. 91 

Each of the above couples is clockwise in direction, so that the 
resultant couple on the system as a whole is {cos p sin a 

pUSSSIsiriB 

Magnets—First let the 

magnets be placed in line as shown 

for the force on , k?.4i 

due to we have 

Force on pole N due to 

~ fT + (repulsion), 


■~ (J~ + ly 

Force on pole 8 due to N'S' 

_ SM' , 

^ w (attraction). 

.•. Force on NS due to N8' 

= 2Jf 

(d-iy”^-(d + Ty^ 

= 2 M'm ( i^±DLzJ^ - 

V (d? - ly ) 


= 2Jlf'OT ( 

and, neglecting ? and l\ 


(d^ — py 

'U-l + N?\ 

.(<P — py)’ 


Force (traaslatory) on NS = - 6 JJOf' 

d* ' 

and it acts in the direction 00'. The force on NS' is 
equal to this in the opposite direction O'O. It will be 
remembered that the couples (Art. 34) iu this cirlaT 

i= let the magnets be placed as in Fig. 86, where N'S' 
IS end on ^ NS and AS broadside on to NS'. So far in 

(Arts, do, 34) the fields at N and S' due to N'S' equal to the 



^mponent ot to perpendicular to O'O (rk in th« 

ion NV) is m K^cos 6 ^ ^ 

^ COS tf. The other component 

sm e cos <9. 

he same way, by resolying WS’ into two component 
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S due to WS' and the mmA the forces on JV and 

.implicit how.™, W, p?^TSw“‘"» 

r/' T'” 

»d Wt 

*» ^ ITP, „a 

the e„„p„.e.t et tU. p.™.dle*r to <yo (™, i. the 

w. .ill neglect the 

(thirsrL."e,s.s?f“ '« «■» P—t 

Other pole 8 ). ^ ^ opposite component on the 



AV 


■Q 

N 

n, 



A 
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moments along and at riglit angles to neglecting tlie 
horizontal components of the forces on 8 (which are equal 
and opposite to those neglected above on JV), it will be 
found that the vertical components on 8 due to W8' act 
upwards in the figure, perpendicular to 00', and are equal 
to the ones above ; hence 

Translatorj force on NS ) _ 6M'm . . . 

(upwards) [ — sin ^cos^, 

and since the magnets are supposed small compared with 
their distance apart, we maj put r = cos ^ = 1, and sin $ 

= -j, where 21 length of N8 ; thus 
Translatory force on NS = (upwards). 


^ ^^l®]\o™oritai components on N and iS {which we have so far 
neglected) be now considered, it will be found that the resultant 

horizontal component on each pole of NS is {Scos^ - 1) and 

that these form a couple on NS whose arm is 2 ^ %nd moment there- 

fore (3 cos® - 1). Putting r = d and oo« ^ = 1 this becomes 
2 MM' , 

, the couple on NS due to NS' found in Art. 34. Thus the 

total effect of on NS really resolves itself into a couple and a 
single transktory force (see Art. 21). ^ 

In the same manner as above the translatorj force on 
N8' due to N8 can be proved equal to but acting 

downwards in the figure. Eegarding then the two magnets 
as a single system, these two translatorj forces peroen- 
dicular to 00' constitute a couple on the system, acdng 

counter- clockwise f of moment x d = ^ 






balances the resultant clockwise couple ^ referred to 

in Art. 34. 

A neater estimation ot the forces in Kg. 86 involves the Oaleulus 
To lUustrate the method, we wiU complete the above solution ^ 
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lP§ *1*® listen®® 00' = * 

t iv * . and » = pole strength of N’S', then ’ 

B'oroe on the pole N' = m' 

Rate of change of held of m in direction n 


Resultant! force 


and its direction is perpendicular to 00\ 

3 the force on JVS can be proved to be 

along the hne jo.ning their centree, whilst theforoe on W 
IS equal and opposite to this Tf win i. 
couples in this case vanished. ‘ ^ remembered that the 

If the general case shown in Ificr a. i . 
that the force on has a oonapon’ent 

COS a) perpendicular to 00' and fif ^ ^ 

Regarding the two magnets as a sinde LR^^ 

■ two perpendicular componentsiorm fp * 5 

s^rt^riT^' 3i"“ « 

-m^hin sheetj)f magnetic material 
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if ^ same atall points of the sheU, and 

if Jf be the moment of the shell and A the face area, 


4> = It 


- ^ I- M 

.J. ^ 


a sheH iAe arength m^o he lefl^ 
in>e mmmnt per unit face area. ^ 

The potential at any point due to a 
may be determined as follows. Consider 
eluent of the shell at 0 . JDtel^h 
..tatojL.^ar4lM..jMLJlia.jdirefi^ 

that is normal to 

the shell, is equal to t, the thickness / ^ 

of the shell at 0. Let the area of y/ 

the faces of the element be denoted 

bj a, where a is very small. Then 0 / 

the magnetic i^ament of the element 

IS equal to where I denotes 

the intensity oTmagnetisation. By f’ig. 87. 

Art. ^the potential at P due to this element is 

, . Qp^ 

where a is the angle between OP and the normal at 0 in 
the direction of the magnetic axis of th e ele ment. But 

B is the strength of the sheU, 4 ,, an^^^"P the 

^e of the soKd angle* subtended by tKlim-ea a at 

be denoted by^^hen 
element of the sESU at O 

the “hS,tl hL ^ Bll vomtn of 

Pote ntial at P = c^<b, 

where -jb denotes the strength of the shSTand a the 

angk subtended by the shell at the point P. 

from deriTes its importance 

oin the fact that a closed circuit carrying a current gives 
rise to the same magnetic field, and is subject to the ^ 
Mfaon when placed in a magnetic field, as a sheU of the 
same contour, and of strength nnmericaUy equal to the 

* See Appendix on the “ Measurement of Sohd Angles •’ 
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strengtli of tlie current in the circuit ; hence the following 
important points may be noted with advantage at this 
stage: — 

(1) Potential Inside and Outside a Closed ShelL-~-H\iQ solid angle 
sabtended by a shell at a point depends only on its boundary. 
Fig. 88 (a) shows that for a nearly closed shell the solid angle sub- 
tended at an external point 
is very small, and indicates 

J that for a closed shell the 

r^\ value of w for any point 
/ \ / ■ ' \ outside is zero. Thepoten- 

j j / ^,;V \ tial due to a closed* shell 

I y 1 'ey j at any point outside it is 

\ J \ ^ J therefore zero. Similarly 

j/ Fig. 88 {b) shows for a 
/X T 3 ,. oo ^TTT nearly closed shell the solid 

(a; Fig. 88. ( 0 ) angle subtended at an in- 

, , ^ , , , , „ point and indicates 

that for a closed shell this angle is Att. The potential at any 
point inside a closed shell is therefore 4ir<^. (As there is no dif- 
ference in potential there is no magnetic force. ) 

(2) Difference in Potential between two Points on the same Kormal, 
one close to the Positive Surface, the other close to 

the Negative >8M?/ace.— Let A be on the positive iir-o) 

side and A' on the negative side. If the shell 

be olosed^and A' outside, the potential at A is / 

47r0, and at A* it is zero ; hence the difference / \ 

in potential is 4t0. If the shell be not closed I . ’ ■ 

(Fig. 89) the potential at A is { 47 r - and I / '■ 

at A' the potential is - ; hence the difiference \ /‘ */ 

in potential is 47r0 as before. X' ^ 

(3) Potentials at a Point due to an Infinite 

Plam Shell and at the 
Centre of a Hemispherical ShelL-~ln ^aoh 
of these cases the solid angle subtended 
P°^ot P IS evidently & (Fig. 90), so 
I potential at P is, in both cases, 


Fig. 89. 


W) Dotenticil due to a Plane 

Ctrcu^rShelL-^In Fig. 91 AB is the shell, 
A « T?® which the potential 

required. The solid angle 
subtended by the shell at P is ^ 


Hence 
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m 


For the JeM at P ,we lia^e (Art. 19) 
dx ’ 


ff = 


5" = — 2r^ 


dx 


{■- 


= 2ir^ 


(x^ -h 


a;2 -J- 5"Si 


= 2ir^ 


(a;3 ^ rg)’“^ (a;a -f 


ic^) 


Field at P = 

(x2 + r2)3 


aj2 -f r'”^ 


If P is indefinitely near the shell x is zero and the potential is 
+ 2r^ at one side and ~ 2Tr(p at the other, the potential difference 
between two such points being again 4:iT<p. 


Fig. 91. 



(5) Potential Energy of a Shell in a Field . — The potential at P 
{Fig. 92), due to the element of a shell at O, has been shown to be 

lat cos a potential energy of the element of the shell 


lat cos a 


OP^ 

in the field due to a unit north pole at 0 is given by 


But the field at 0, due to a unit north pole at P, is along 
0P% and the flow of force across the area a at 0 is given by 

1 a cos tt . 1, j. 1. a J.I. • "L ® cos tt 

008 a . a, or in the direction 08, that is by 


0^ * wo M. . w, g p2 

in the direction of OS. 
M. AND B. 


0P‘^' 


7 
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Now the potential energy of the element may be written as 


It 


’ OP^ 


and It = 0, the strength of the shell, and — ' 


Oi>2 




OP^ 


: zs ^ where f is the flow of force across the surface 

area of the element in the direction of the ma^etio axis of the 
element. The potential energy of the element is therefore equal 
to - ^/. 

This argument applies to every element of the shell, and, there- 
fore, the potential energy of the shell as a whole is given by 

— S^or — 0S/. But 2/ is the total flow of force across the shell, 
that is, the total flow of force through the boundary of the shell in 
the direction of magnetisation, that is from the south face to the 
north face. If this flow of force be denoted by then the poten- 
tial of a shell in a magnetic field is given by - where <p is the 
strength of the shell and F the total flow of force through the 
boundary of the shell from the negative to the positive side. 

(6) Mutual Energy of Two Magnetic Shells , — If we consider a 
magnetic field due to two magnetic shells in the field, the mutual 
energy of the shells is readily deduced. Let 0 and 0' be the strengths 
of the shells. The flow of force JP, as defined above, through the 
shell of strength 0, is proportional to 0' and may be taken as equal 
to if0', where if is a constant. The potential energy of this shell 
in the field of the other is - 0 . M<f/. Similarly, the flow of force 
through the shell of strength 0', due to the other shell, is propor- 
tional to 0 and may be taken as equal to M*4>, where M' is a con- 
stant. The potential energy of this shell is therefore given by 

— 0'. Jf'0. 

But the potential energy of either shell in presence of the other 
is the same, and, therefore, 0if0' = or M = M\ and the 

mutual energy of the system is - M<l)(p\ where 0 and 0^ are the 
strengths of the shells. 

The constant M is called the coefficient of mutual induction for the 
two shells, and the fact that M ^ M' means that the flow of force 
from one shell through the contour of the other per unit strength of 
sM? is the same /or both shells. 


37. Equipotential Surfaces and Lines of Force. — 
A line or surface of which all points are at the same potential 
is called an equipotential line or surface. Thus imagine an 
isolated north pole of strength m units and let a sphere be 
described round it of radius r, the pole being at the centre. 
The potential at every point on the sphere is mjr (Art. 
24), so that the sphere is an equipotential surface; the 
intersection of the sphere by a plane passing through its 
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centre wonld be a' circle of radius- r, eyery point on wM-eli 
would , baye tlie potential m/r, so tbe circle would be an 
equipotential line. Since no work is done in carrying a 
pole along an equipotential line or surface, it follows that 
lines of force ml equipotential lines and surfaces at tigM 
angles f for if not, tbe force would baye a component along 
tbe line or surface, and work would therefore be done in 
moying a pole along it ; this is contrary to the conception 
of equipotentials. 

Since the potential at a point P due to a magnet W8 is mIMP 
— m/SP, and this has the same valne for 
al! points of the equipotential through P, p 

it is evident the equation of an equipoten- QVfC 
tial line of a simple magnet is /fK\ 

11 // 
t ^ ± = Q, constant = c. // '\\ , 

d dj // \\v» 

The equation to a line offeree of a N\ 

simple magnet is readily found. Let PQ be iL 
two points on the line Indefinitely near / ^ /a\ 

together (Fig. 9S), and let the distance / \ /”» \ 

PQ = d8. Let NP = d, SP = dj, the N S 

angle PN8 = 0t PSN = QJSFS = Fig. 93, 

ana QSN = 0i - dB^ 

Now 

sin 8QP = “ ^ SQR^ 

where QR is the normal 

d.dB 

oosNQB^-^. 

The forces at Q are (say) m/d^ along N'Q, mA mld^ along Q8, 
Since there can be no component normal to a line of force, resolving 
along we have . 


^ __j_ 1 dBi ^ 0 

d ds di ds ’ 
and since d j dj = sin 6i zsinB 

sin BdB -h sin Bi d6i = 0. 

Integrating, 

cos 0 + cos = a constant : 
which is the equation required. 
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37a. Magaetic ladactioa. 'Tabes of Force and 
Induction.—Before proceeding witli this section the 
student should again read Arts. 5 and 9 of Chapter I. 

Up to this point in the present chapter, the poles and 
magnets have been assumed to be permanent poles and 
magnets situated in air (strictly in vacuo) and therefore 
the necessity for any differentiation between magnetic 
force and magnetic induction, tubes of force and tubes of 
induction, etc., referred to in Chapter I. has not arisen. 
In fact in the study of fundamental magnetic theory we 
are mainly concerned with permanent magnets in air and 
even the substitution of another medium unless it he iron 
or one of a very few substances would not alter the results 
to any marked extent ; thus the force between two mag- 
netic poles for example is practically the same whether the 
poles be in air, water, oil, wood, vulcanite, etc. (Art. 9). 
Should the medium consist of iron or other more or less 
important “magnetic” material, however, complications 
arise and further considerations are necessary ; these are 
of the utmost importance in electromagnetic theory and in 
the study of applied magnetism. 

Imaginary Case of an Isolated Pole in a Medium of 
Indefinite extent and of Permeability fx , — Consider two 
poles of strengths m and mj situated d cm. apart in a 
medium of permeability ja; the force between them is 
and if be a unit pole the force m/ixd^ on it 
measures the strength of the field in O.Gr.S. units at dis- 
tance d cm. from the pole m. Thus the field intensity 
(jff) depends on the strength of the pole, on the distance, 
SLud on the medium. 

Now it is convenient to have a quantity which depends 
only on the pole and on the distance, i,e, which is the same 
at distance d from the pole m whatever the medium^ and 
this quantity is called the magnetic induction (JB). 
Clearly frona the preceding it must be taken as /* times the 
field intensity {i.e, B = for then the induction at 
(hstance c? cm. from the pole m becomes x or mid?, 
i.e. it depends upon m and d, hut not upon the medium. 
To summarise: --for a point at distance d cm. from a 
pole of strength m in a medium of permeability /ji : — 
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JT = Field Intensity = , 

(jid^ 

B = Mascnetic Indncfcion = fiE = u i , 

fid’ 

and if the medium be air (fi = 1) — strictly a vacuum — 
both H and B are measured by the same expression, 
viz. m/d^. 

Imagine no%y that the lines of induction (page 17) 
emanating from the pole m are grouped into tubes of 
induction so that at any point the number of tubes of 
induction per unit area (perpendicular to their direction) 
measures the induction at that point. Picture a sphere of 
radius d cm. drawn in the medium the pole m being at 
the centre. The induction at any point of the sphere is 
m/d^ so that m/d^ tubes of induction pass through unit 
area. But the area of the sphere is so that the total 
number of tubes passing through the surface is m/iP X 4ird^, 
i.e. 47rw. Thus the number of tubes of induction 
emanating from the pole m is 4:Trm and this is so 
whatever the medium. The number of tubes of force 
is 1//X of the number of tubes of induction. In air (ft = i), 
the tubes of induction and tubes of force become identical^ 
so that in air the number of tubes of force emanating 
from the pole m is as stated in Art. 18. 

The cross section of a tube of induction at distance d 
from the pole m is evidently 4rf/47rm, viz. and the 
induction is m/d^; thus the induction multiplied by tbe 
cross section of the tube of induction is unity. Further, 
as has been stated in Art. 18, “ the intensity at a point 
multiplied by the cross-section of the tube of force at the 
point is unity.” 

Case of a Permanent Magnet in Air. — As already indicated 
(Art. 5) tubes of force pass from the north pole through the field to 
the south pole, their number per unit area (perpendicular to their 
direction) at any point measuring the intensity of the field at that 
point. These tubes of force are continuous with other tubes inside 
the magnet, but these latter are not tubes of force, i.e, they do not 
hy their number per unit area measure the intensity of the field 
inside. They are in fact tubes of induction and their number per 
unit area (perpendicular to their direction) at any point measures 
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iSiPs^si3»!iis 

air they®^d"out ^d“arT&tSiro“ fore^ and 

UPfSfsiisrM 

S-£SgSM%¥#3 

thia measures thi magnefefnSion Tec ttotT- t’/d 

i =T+Iri ^ thestoeptrbS^iV 

fftatrsnl4d's'sri&r “ * <«. 

residual magnetism and B — magnetising field but only 
ing the effeoTof tTe’Xf ~ Previously indicated (neglect- 

The subject of magnetic induction in iron etc is mn™ 

exhaustively dealt -with in Chapter X VI ' *’ ^ 




The componert o?SnS Hs r^^if giTen point, 
magnetic induction = u x field 

. direction is iaff a. Th“ S^’ct “ 

18 the flow of induction across the smaU ifeTT The 
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total flow, of indiiction or tlie total normal indoctioa over 
the whole closed surface is obtained by supposing the 
whole surface divided np into a very large number of small 



areas such as a and summing up the values of fiH cos a . a 
for all these areas. Writing P for this total normal induc- 
tion we have 

p = 1x211 cos a . a, 

How in Pig. 93a if d be the distance of the pole m from 
the point in the area a we have : — 

Hormal induction over a = fiH cos a . a, 

m 

= ft — T^cos a , a, 
cos a . a 

But cos ct . a/d® is the solid angle o> subtended at the 
point pole m by the area a ; hence 

Normal induction over a = mw, 

. Total normal induction for y 

the whole closed surface ) 

i.e, F=i4:7rmf 

for 2(1) is the solid angle subtended at the pole by the 
whole closed surface and is equal to 4ir. This is a simple 
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proof of G-auss’s Theorem applied to magnetism which 
states that “ The total normal magnetic indnction 
over a closed surface drawn in a magnetic held is 
^TT times the total ‘ magnetism ’ inside/* A more 
complete proof of the same theorem as applied to elec- 
trostatics is given in Art. 89. 

If the pole be outside the closed surface, the total normal induc- 
tion over the surface is zero (see Art. 89). 

The theorem still holds if there is more than one pole included 
also if they are ** actual” and not “ point ” poles, and if some are -f 
and some ; in this case the sum of the pole strengths is involved. 
In the case of an air medium ja is taken as unity ; hence /or this 
medium induction and intensity coincide and therefore, for this 
medium^ the reader will come across the statement “the total 
normal magnetic intensity over a closed surface drawn in 
a magnetic field is 4:7r times the sum of the strengths of all 
the magnetic poles inside.” 

37c. Applications. — Imagine a plane sheet of mag- 
netism (N pole) of infinite extent, the amount of magnetism 
per unit area being denoted by p and let it be required 

to find the intensity of the 
field at P due to the sheet 
(Fig. 93h). Picture a unit 
area at P parallel to the sheet. 
From the boundary of this 
area draw lines perpendicular 
to the sheet thus forming a 
prism, the other end of the 
prism being a unit area at Pj. 
In this closed surface formed 
by the prism the total amount 
of magnetism is that on the 
unit area 8, viz. p. By Gauss’s theorem the total induction 
over the closed surface is 47rp, and as the induction is 
everywhere perpendicular to the sheet, the induction over 
the sides of the prism is zero whilst that over the two 
ends together is Half of this is at P and half at 

so that the induction at P is 27rp. As the medium is 
air this also measures the intensity at P ; hence 
Intensity at P = 27rp, 

and is independent of the distance of P from the sheet. 
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Tke isiteiisity of tlie field at the point P (Fig. 93c) 
hetweeii two poles (assuined close together) ' may also be 
found from the above. If I be the intensity of mag- 

netisation, ic. the amount of pole 

per unit area, then if the poles are S ® N 

very close together the intensity at — — 1^1 — 

P due to F is 2wl and the inten- Fig. 93c. 

sity due to 8 is also 27rl. These 
are in the same direction, viz. right to left so that the 
total intensity at P is given by the expression 

Intensity at P = 4;7r J. 

The force between two such poles in contact may 
also be deduced from the above. The field due to N say 
is SttJ and as 8 is in this field and has an amount of pole 
I per unit area the force on this area is field x pole, 
i.e. 27rl X I or 2iirP ; thus : — 

Force on each per tinit area = 27rl\ 

This also holds in the ease of a magnet pole and a piece of soft 
iron. If the induced intensity of magnetisation of the iron is not I 
but Jj, the force per unit area is 27r/Jj. Again, since B = 4t/ 
(approx.) I = jS/Att and 27ri''^ = ^'-/Stt as stated in Art. 7. (See also 
Art. 276). 


£s:ercises II. 


Section A. 


(1) Define unit pole, unit potential, unit field, and establish 
expressions for the potential and field at any point due to a very 
small bar magnet. 

(2) Find the potential at a point due to (a) a magnetic shell, (6) a 
uniformly magnetised sphere. 

(3) Prove that the field due to an “end on” magnet is twice the 
field due to the same magnet “ broadside on ” at the same distance, 
and establish the formulae for the A and B positions of Gauss. 

(4) Two short bar magnets are arranged so that the axis of one 
produced bisects the axis of the other at right angles. Find Ex- 
pressions for the “couple” and the “translatory Force” on each 
due to the other. 
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(5) Show that the work done in deflecting a magnefe through 180® 
from the meridian is 2MH, and that the minimum potential energy 
of the magnet in the field is ■«- MH, 


Section B. 

(1) Two very long thin straight electromagnets are placed in a 
line with their north poles facing each other, and at such a distance 
that they repel with a force equal to the weight of 10 pounds. 
What will be the force if the distance apart of the poles be doubled, 
whilst at the same time the currents are increased in such a way 
that one magnet is three times and the other five times as strong 
as at first? Express the result in pounds and in dynes, 

I (^<Tlie force between two poles -P and Q which are 2 cm. apart 
\|s'4qual to the weight of *5 gramme, and the force between F and 
JR when 3 cm. apart is equal to the weight of *35 gramme. Find 
the strength of the poles Q and R if that of P is 100 C.G.S, units. 
At what distance must Q and R be placed apart so that the force 
betweep them may be 1 dyne ? 

\ magnets A and B are in turn suspended horizontally by 

Wvertical wire so as to hang in the magnetic meridian. To rotate 
4 through 45® the upper end of the wire has to be turned once 
round. Ta^eflect B through the same angle the upper end of the 
wire haj^ be turned one and a half times round. Compare the 
morawfe of A and 15. (B.B.) 


V ^ Two exactly equal magnets are attached at their mid points 
that their axes are at right angles, and the combination is 
pivoted so that the axes are horizontal, and they can turn freely 
about a vertical axis. How will the system set itself under the 
influence of the horizontal component of the earth’s field ? If the 
moment of each magnet is M and the moment of inertia about 
the axis pound which it* can turn JST, what will be the period of 
vibratipif of the system? (B.E.) 

Prove that the magnetic force exerted by a short baf magnet 
au a point A on the line passing through its centre and perpen- 
dicular to its axis is the same as the force exerted at a point on 
the axis the distance of which from the centre of the magnet is 
^2 times the distance of A from the centre. (B.E. ) 

\ ■ ' ' 

\,A^ A magnet 10 cm. long is placed in the magnetic meridian, 
the north end of the magnet being to the south. The field due to 
this magnet just counterbalances the earth’s field (’18 C.G.S. unit) 
at a place 35 centimetres from the centre of the magnet (along the 
axis produced). Find the strength of each pole of the magnet. 

(B.E.) 
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(7) Find the force of attraction or repulsion between two short 
bar magnets of moments 10 and *20 C.O S. units, with their centres 
20 cm. apart and their axes pointing in the same direction along 
the same line, (B.E.) 


Section O. 


(1) A solid cylindrical bar magnet of steel 10 cm. long and 1 cm. 
diameter vibrates once in 10 seconds in the earth’s horizontal field. 
I! the density of steel is 8 grammes per c.om. and ff = *18 O.G.S, 
unit, calculate the value of the magnetic moment of the magnet. 

(Inter. B.So.) 


(5) Two magnets of the same length Tare placed with their axes 
parallel, and their centres at a considerable distance M from a point 
P, one with its axis passing through P, the other with P on the 
line through its centre perpendicmar to its axis. Find how the 
magnets must be oriented, and what must be the relation between 
the moments, injorder that the magnetic field at P due to them may 
be independen't'of powers of Ijr lower than the fourth. (B.Sc. ) 

v (6]i Two magnets of the same steel, dimensions 10 X 3 x *5 and 
20 X 4 X *7 respectively, were found, when pivoted horizontally in 
the earth’s field so as to oscillate about their shortest axes, to 
swing at the same rate. Compare the intensities of magnetisation 
of the two. (B.Sc.) 

(7) Find an expression for the couple and the translatory force 
which a small 'magnet B exerts on a second small magnet A whose 
axis produced bisects that of B at right angles. Find also the 
couple and force exerted by A upon B, and reconcile your results 
with the axiom that “ action and reaction are equal and opposite.” 

B.Sc. Hons.) 


(2) If two short magnets of equal moment are placed with the 
line joining their centres along the axis of one and perpendicular to 
the axis of the other, calculate the intensity (magnitude and direc- 
tion) of the field at the middle point of the joining line. 

(Inter. B. So.) 

\ as] The moment of a magnet is 1,000. How much work is done 
m turning it through 90“ from the meridian at a place where 
ir=: ‘16? (Inter. B.So.) 


(4) Define magnetic potential, and find the magnetic potential at 
a point due to a very short magnet. Show that the magnetic 
moment of such a magnet may be treated as a vector. (B.Sc.) 
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(8) Show how meohanioal principles are not violated by the fact 
that the couple exerted by one magnet on another is, in general, 
not the same as that of the second on the first. (B. So. Hons.) 

(9) Two magnetic particles of moments m and m' are fixed at 
two comers of an equilateral triangle, with their axes bisecting the 
angles. A third magnetic particle is free to move at the other 
angular point. Show that its jxis makes with the bisector of the 

third angle an angle tan-^ ,p (Trinos ) 

7 m-\-m ^ ^ 




- ' .lU . 

i nJS 






V ^ 
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CHAPTEE III 


MAaiTETISM.— MAGNETIC MEASUEEMENTS. 

38. Tlie Torsion Balance. — This instmmeiit is mainly 
of historical interest and finds no place in the equipment 
of a modern laboratory. It is only introduced here because 
of its connection with the history of the subject and to 

illustrate certain principles : 
f Tactically it is of little value. 
It consists (Figs. 94, 95) of 
a fine vertical wire of silver 
carrying at its lower end a 
suitable stirrup to hold the 




horizontal magnet N8, its upper end being claniped to a 
torsion head whereby it can be rotated. The torsion head 
is graduated in degrees and the collar round which it 
turns is provided with an index mark, so that in any 
experiment the angle through which the torsion head (and 
therefore top of the wire) is turned is known, 
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On tliat portion of tlie glass case wHcli surrounds tlie 
magnet NS^ and on a level with the latter, a scale of degrees 
is etched, so that the deflection of in any experiment 
is known. Through an aperture in the cover a vertical 
magnet M can be inserted so that its lower end just comes 
on a level with the magnet N8 and opposite the zero mark 
on the scale. 

Before commencing an actual measurement it is essen- 
tial that the suspension wire be free from torsion when the 
magnet N8 lies in the meridian, the vertical magnet M 
being absent; this is effected by suspending in the place, 
of the magnet a copper bar of about the same size and 
weight, and then adjusting the apparatus until this bar lies 
in the meridian with its end pointing northwards opposite 
the zero on the scale. When the magnet is now replaced 
in its stirrup it lies in the meridian without putting any 
twist on the wire. 

A worldng formula for the instrument may be deve- 
loped as follows : — The vertical magnet M is inserted, 
north pole downwards, and the 
north pole of the suspended mag- 
net is repelled. The torsion head 
is theA turned in the opposite di- 
rection so as to lessen the deflec- 
tion (Fig. 96). Let a = the de- 
flection and P = the angle the 
torsion head is turned through. 
The twist on the wire is (a -f /?) 
and the couple, which is proper- * 
tional to the angle, is c (a + ^), 
where c is a constant for the wire. 

It is clear that this couple tends to bring JViS' towards its 
initial position. The couple due to the earth, also tending 
to move JVjS back again to its initial position, is MM sin a. 
Thus the total turning effect in this direction is 

IfJf sin a 4- c (a 4- 

If F be the force between the poles, its moment about 0 
IB F X p, t.e. FI cos » and this is in the opposite direction 
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to tlie above. Since there is eqtulibriiim, 

Flcos^= MHmn<i + e{o. + P); 

a 


and since = 


{BWY (21 sin 4 P sin* ^ 


we have 


rr. ME sin a + c (a + 


41 siii2 _ 


as the equation for the torsion balance. If a be small this 
maj be wiitten 

p\=Qa + p. 

where P and Q are constants. 


39. Experiments with the Torsion Balance. 

Exp. 1. To verify the law of inverse squares hy Coulombs 
method . — Set up the balance so that the magnet is in the meridian 
and the wire without twist. Turn the torsion head through an 
angle a® so as to deflect the magnet through an angle 6**. "i he torsion 
on the wire is {a - b)° and thif* Vvilances the earth’s action when the 
deflection is 6®. Hence the earth’s action for 1** deflection may be 

assumed equivalent to ^ degrees of torsion on the wire. 


Note that in this 1 


the twist on the wire is 


opposing the action of the earth. 

Bring the torsion head and the magnet back to the zero positions, 
insert the vertical magnet and let a be the deflection. The torsion 
on the wire tending to bring the magnet back is a® and the action 
of the earth also tending to bring it back is measured by a of 
torsion. Thus the force of repulsion between the poles is balanced 
by an equivalent (a 4* ctT) degrees of torsion. 

Turn the torsion head in the opposite direction so as to reduce 

the deflection to . Let the torsion head be turned jS®. The 


twist on the wire is 


^ jS + degrees, and the acti 


action of the earth 
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is now measured by of torsion. Thus tbe force of repulsion 

is balanced by^i8+-~-b-”T'^ degrees of torsion. 

If the law be true, at half the distance the force should be four 
times as great, so that, assuming — ^what is not strictly right^that 

the distance has been halved, ^ T j should equal 

4(a + aT); but the method is not very accurate, for it involves 
various assumptions which are not strictly true. 

In Coulomlfs actual experiment the torsion head was turned 
through 360® to deflect the magnet 10®, so that T was equal to 
350/10 = 35®. The deflection a was 24°, so that the equivalent tor- 
sion in the first case was (24 -f 24 X 35)°, i.e. 864°^ The torsion 
head was turned eight times round to reduce the deflection to 12°, 
so that j9° was 2880° and the equivalent torsion in the second case 
was (2880 + 12 + 12 x 35), i.e. 3312° and 3312/864 = 3*8 = say 
4 nearly, which roughly proves the law of inverse squares. 

Exp. 2. To verify the Torsion Balance formula and therefore the 
Law of Force between magnetic poles . — Turn the torsion head 
through an angle j8 to deflect the magnet through an angle a ; then 

p 

in the formula Qa + jS = -o we have Qa - d = 0 (the torsion is 

Ct“ 

acting against the earth and the vertical magnet is absent). Hence 
Q = |3/a, so that Q is determined. 

How insert the vertical magnet, turn the torsion head so as to 
lessen the deflection, and note the value of jS and of a. Repeat, 
obtaining a series of corresponding values of j8 and a. 

P 

From the formula Qa + jS = we have (Qa + jS) = a constant. 

Substitute the value of Q and the various values of /3 and a and 

verify that the expression is constant. Also Qa -f jS oc hence 

plot Qa + jS against i and verify. 

Exp. 3. To compare the moments of two magnets . — Suspend the 
first magnet A so that it hangs in the meridian when the wire is 
without twist, and then turn the torsion head through an angle /Sj® 
to deflect the magnet through an angle a°. Repeat with the second 
magnet B and let the angle the torsion head must be turned 

through to deflect the magnet through the same angle a°. 

The couple due to the torsion in the first case is c a) and 
this balances the couple due to the earth, viz M^H sin a ; hence 
MftB sin a = c (/3i - a) 
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Similarly, in the. second case 

a = c{^2 ~ o), 

• Ms = 

“ Jfj ^2 - a* 

(See worked example page 66.) 

Bxercise. Solve the following (1) by Coulomb’s method, (2) by 
means of the formula ; “ The torsion head of a torsion balance is 
turned through 50° and the suspended magnet is deflected through 
10°. If the instrument be brought back to its initial position and 
the vertical magnet inserted, the suspended magnet is deflected S0°. 
How much must the torsion head be turned to reduce this deflection 
to 15°? (Inter. B.Sc.).” 

40. Tlie Oscillation Magnetometer. — Searle’s form 
of this apparatus consists (Pig. 97) of a small cylindrical 
magnet (15 mm. in length) fixed in a brass ^ 

bob whereby the moment of inertia of the ^ 

system is increased and therefore the period 
of vibration increased for greater convenience | [| I 

in counting vibrations. Below the magnet |' ji|| 

is fixed an aluminium pointer to further 
facilitate the observation of the vibrations. 

The centre of the magnet lies vertically V 

above the lowest point of the hob, so that Fig. 97. 
the middle of the magnet is readily placed 

over (say) any desired point in a 
A field. The whole is suspended by a 

p silk fibre 15 cm. long from a torsion 

head fixed on a small stand. If 
desired the pointer may be omitted 
and the whole arranged in a narrow 
n bottle or test tube fixed to a suitable 

i Pig. 98 shows a vibration box for 
! the study of the vibration of difie- 
^-ent magnets. The magnet is held 
in the double loop of the silk siip- 
Fig. 98. port hung from the torsion head at 

the top of the tube. Before com- 
mencing an experiment, any torsion on the thread must be 
removed by the method indicated in Art. 38, and when 

, M. akd'b. , ■ 8 
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experimenting the extent oi the swings should not exceed 
3° on either side of the neutral position. 

Oscillation Experiments, ~ When great accuracy is re- 
quired in vibration experiments corrections must he made 
for amplitude and torsion, and frequently for the effects 
of temperature and the inductive action of the fields on 
magnetic moments. These are dealt with later and 
wili be omitted in this section. 


Exp, 1. To compare the moments of two map-ne^s. —Suspend the 
nrst magnet, of moment Jfj and moment of inertia X,, in the oscil 
lation box, and find the time taken to perform (saV) 30 or 40 
complete vibrations : from this calculate the time 25, of one com 
plete vibration. Repeat with the second magnet, of moment JIf 
and moment of inertia and let 25^ be the time of a vibration • 
then ’ 


h ^ ■ 





If ji, and be the number of vibrations performed in the same 

time (say ope minute) by the two magnets, then, since n = i. (Art 

1 1 ^ 

22), Til oc ~and»2 0c i., 


■^2 ' ^2 / 


' M, 


If the moments of inertia of the two magnets are equal, 


!;-&)■= ft)’ 


the disadvantage that it invariablv necessitates 
the determination of K, and K,. This may be avoid^ b^Sg 
ihe two magnets to oscillate together as one system first S 

pointing S tte’same 

tion. The magnets are arranged with parallel axes in the same 

vertioal plane each magnet %eing symmetrical to the axinf 
osoiUataon, so that when one is reversed in direction the moment 
of inertia of the oscillating system is unchanged. If I and ^Se 
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the times of vibration and K tbe moment of inertia of the compound 
system we have 




(Mi + M^)B 


This, gives 


. {See example Art. 22.) 


Esp. 2. To compare the eartJCa horizontai Jield at two places . — 
Using Searie*s magnetometer, find the time ti of a complete vibra- 
tion or the number of vibrations (%) in a given time at the first 
place where the earth’s field is Mi. Repeat with the same mag- 
netometer at the second place, and let ig, « 2 > -^2 

corresponding values. Since K and M are th© same in both cases 
{neglecting the inductive action of the earth), 




Exp. 3. To compare the Jield at a point P due to a magnet with 
the earth’s horizontal Jield . — Place a magnet on th© table with its 
axis in the meridian and its north pole pointing northwards, and let 
the given point P be on the axial line and {say) north of the magnet. 
It is evident that at P the field {F) due to the magnet is in the 
same direction as the earth’s horizontal field M. Hence place the 
magnetometer at th© point P and find the values of ti or Ui in the 
field F H. Remove the magnet and find or in the earth’s 
field M alone ; then 


F+M_ 


. F 111 * - 

M 


H «,»■ ’ 

F+M 


. F _ - «,» 

H 


" M _ ti^ * 


If the ma^et had been placed with its south pole pointing north- 
wards, the field of the magnet at P would have oeen opposed to the 
earth’s field, i.e. th© total field would have been F - M^ assuming 
jp the greater : in this case 

F - M _ n{^ • J!. ^ 

M ** M n.J‘ 

Exp. 4. To compare any two magnetic If the effect of the 
earth’s field can be neglected, the method of Exp. 2 above may b© 
used. If the earth’s field cannot be neglected, then arrange the two 
fields in turn parallel with, and in the same direction as, the earth’s 



Ei 


R 
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field. Let Wi, 712 , and Wq be the number of vibrations in equal 
times in the fields Fi -f Hy F 2 -h iT, and M alone ; then 

Wq® oc H, 


ni'^ccFi + F[, 
912^ ccF^-^ H, 
Fi : F 2 = n 




■ Wo* I “ % • 


If the earth’s field be opposed to the others 

Fi ‘.F2 = Wj^ + Wo^ : + Wo*. 

In practice the time for 30 or 40 vibrations is observed and then 
w found, or i may be calculated and the corresponding formulae 
involving t employed. 

. \^/1aa:p. 5. To verify the law of inverse squares for a magnetic pole 
\ tq jind the pole strength {m) of a long magnet, and to compare the pole 
. ^^krengths of two long magnets. — Consider a long magnet—prefer- 
ably a long ^Q^^son magnet — lying in the meridian with (say) its 
north pole .i^th^^fdi: THe~ field due to the magnet at a point P on 
the axial line and near the north pole of the magnet may be 
regarded as due to this pole ordy and equal to 7?i/d* (Art. 18), where 
d is the distance between the pole and the point P. Thus the field 
varies inversely as the square of the distance, and the law may be 
verified by the oscillation magnetometer. 

Let Wj = the number of vibrations in a given time under the 
influence of the earth {H) alone, and Wg the number in the same 
time when the long magnet is placed as above, its north pole being 
(say) 2 inches from the centre of the oscillating needle ; then 
Wg® - Wi® is proportional to the force due to the pole^2 ipches 
distant. This is. repeated with the bar magnet at various dis- 
tances. Taking any pair of results it will be found that approxi- 
mately 

Force due to po le at distance _ dg® 

Force due to pole at distance dg 

which is the law of inverse squares. Further, if i/d^, PdF =s a 
constant ; hence 

log F + log d = a constan t. 

Jhus frQm.„the various numbers obtained nroportinnal tn 
various dist ances fin Tthe" vaHbug^ log d and 

"pldFlogT^nSinst Ibg'ir*^ tangent of the angle of slone of^thft 

7 ), an C0i¥mni5e 

The pole strength of thelmig magnet m%“be fouid“ iTthe earth’s 
horizontal field B be known. Thus, if d = the distance between P 
and the pole, Wg = the number of vibrations under the influence of 
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F + if, and fij = tlie number in the same time under // alone, '■ 
we have — = and F == henoe 

m = aj*. 

I 

Again, the pole strengths of two ^07i|/ magnets may be compared , I 
by placing them, in turn, in the position above and at egucu dia- I 
tances from the magnetometer; if 7*3 and 71^ be the vibrations in 1 
equal times when magnets *4 and B are in position respectively, | 

Pole strength of A : Pole strength oi B = %- - - ni\ | 

Exp. 6. To the mvei'se cube law for a 87)iaU ‘magnet and to 
^7id the mo7nent of the magnet. — In Art. 29 it is shown that the held 
due to a small magnet at a point on its axial line is 2i//#, i.e. is 
mversely as the ctihe of the distance if the distance is great com- 
pared with the length of the magnet. Hence, with these 
conditions satisfied, distances being measured from the centre of 
the small magnet to the magnetometer, the law is capable of 
verification by the method of Exp. 5. In this ease p should be 3. 

The moment of the small magnet may also be found. Thus, with 

the notation of Exp. 5, F = and ~ — 1? • hence 

H 

’h- 

Exp. 7. To investigate the distribution of ^^free ” magnetism 
along an ordinary bar magnet. — Some idea of this 
may be obtained by allowing a small magnet to 
oscillate opposite successive points in the length of 
the bar. The bar magnet is fixed vertically (Fig. 

99) with its south pole upwards. In testing the 
upper half, the needle is fixed due magnetic south 
of the bar, and in testing the lower half, due mag- 
netic north of it, so that in both cases F and B are 
in the same direction. The needle must be heavy 
to prevent it being attracted up to the magnet, 
i.e. it must be weighted. The table below gives 
the result of an experiment of this kind ; but such 
is not of great value, for the moment of the needle 
is constantly varying owing to the varying induc- 
tive action of different parts of the magnet, and 
the magnet is itself affected by the needle. A much 
more satisfactory method of performing this test is 
given in Chapter XV n. 

Needle makes four vibrations per minute when 
under the influence of the earth’s &id only. 



N 

Fig. 99 . 
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Distance of needle 
from centre of 
magnet. 

Number of vibra- 
tions of needle. 

Relative intensities 
of fields due to 
magnet. 

Distribution of 
magnetism from 
centre towards 
N. pole. 

0 cm. 

4 

4S _ 42 = 

0 

2 „ 

4*5 

4-58 _ 42 = 

4*25 

4 

5 

52 - 42 ^ 

9 

6 „ 

5*5 1 

5.52 _ 42 

14*25 

8 „ 

6 ! 

63 - 42 = 

20 

10 „ 

7 

72-42 = 

33 

12 „ 

8 

82 _ 42 

48 

13 „ 

10 

103 _ 42 « 

84 

14 „ 

9*5 

9*52 - 42 = 

74*25 


^Exercise. A magnetic needle makes a complete vibration in a 
horizontal plane in 2*5 seconds under the influence of the earth’s 
magnetism only, and when the pole of a long bar magnet is placed 
in 'the magnetic meridian in which the needle lies and 20 centi- 
metres from its centre, a complete vibration is made in 1 *5 seconds. 
Assuming H = *18 C.G.S. units, and neglecting the torsion of the 
fibre by which the needle is suspended, determine the strength of 
the pole of the long magnet. 

41. The Deflection Magnetometer. — This consists 
essentially of a small magnetic needle pivoted or suspended 
so as to move freely in a horizontal plane. ^ When the 
needle is pivoted, as in the form shown in Fig. 100, the 



Fig. 100. 


deflection of the needle can be read off on a circular scale 
by means of a light pointer jpjp' attached to the needle ns, 
with its length at right angles to the axis of the needle. 
To eliminate error due to parallax in reading the position 
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of tlie needle tlie circular ■ scale slionld Ibe on mirror glass, 
or on a ring of paper or otter substance lying on a sheet of 
mirror glass. 

The deflecting magnet is placed on the graduated arms 
iSf, 8, so that its distance 
from the needle is known. 

In this form of magneto- 
meter, when the pointer 
is at zero the arms 8, 8 
are at right angles to the 
needle, so that the de- 
flecting magnet is mainly 
placed in the “ end on ” 
position shown. Fig. 101 
gives another type, with 
two pairs of graduated 
arms, so that when one 
pair is along the direction 
of the field the other pair 
is at right angles thereto, 
and thus the deflecting magnet can be placed either ** end 
on” or broadside on ” quite readily. ^ The arms are much 
lonser in proportion than is indicated in the figure. 

® ^ ^ Pig. 102 shows 

a simple form of 
mirror magneto- 
meter. In this 
form the needle is 
either fixed, with 
" its axis horizontal, 
at the back of a 
) light plane or con- 
cave mirror, or 
rigidly attached, 
^ as shown in the 
same figure, to a 
light frame carry- 
ing the mirror. The needle and mirror system is sus- 
pended by a single silk fibre,/, in the simple wooden stand 
shown in the figure. The deflection of the needle of a 



FRONT VIEW , SIDE VIEW ^ 

. ¥ig. I0;i, 



& 
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mirror magnetometer is obtained bj tbe “ lamp and scale 
method, 

Eajs of light from a lamp pass through a slit, fall upon 
the magnetometer mirror, and are reflected on to a scale 
placed at right angles to the line joining the slit and 
mirror, thereby producing an image of the slit upon the 
scale, so that any rotation of the needle and mirror will be 
indicated by a motion of the image along the scale. 

If the mirror be concave the slit is placed at a distance 
equal to its radius of curvature, and a real image is there- 
fore formed on a scale placed at the same distance (Fig. 
103). If the mirror be plane a lens L is placed in such a 


position that the image Jj it would form of the slit would 
be as far behind the mirror as the scale is in front; the 
mirror reflects the rays and produces the image I on the 
scale (Fig. 104). 

To obtain the actual deflection of the needle, imagine 
the apparatus so adjusted that, before deflection, the image 
on the scale is vertically above the slit; then if 0° be the 
deflection of the needle, the reflected rays move through an 

angle 2 and (Fig. 105) tan 2 6 = where s = dis- 

X 

placement of image along the scale in centimetres and x = 
distance between slit and mirror in centimetres ; thus 2 6 
is obtained from tables and 6 found. Approximately 

tan 6 tan 2 ^ = i. f. 

2 2 X 

Fig. 106 shows a modern reflecting magnetometer (lamp 
and scale not shown). In yet another form, a telescope 
occupies the position of the lamp and lens, and this is used 
to view the image of the scale in the mirror (plane) ; the posi- 


. 7 ^ - . . 
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tion of tlie cross wires on the image of the scale enables the 
deflections to be obtained. 

In deflection experiments the following errors may 
arise : — 

(1) The deflecting 
magnet may not he 
symmetrically magnet- 
ised, This is elimi- 
nated by turning the 
magnet round so that 
its north pole occu- 
pies the position pre- 
viously occupied by 
its south pole, and 
repeating the obser- 
vations (Fig. 107). 

(2) The needle may 
not he pivoted or sus^ 
pended at the centre 
of the graduated arm. 
observations above with the magnet at the same distance 
on the other side of the needle (Fig. 107). 



1 

Fig. 107. 


(3) In the for m shown in Figs. 100, 101 the needle may 
not he pivoted at the centre of the circular scale. This is 
eliminated by reading both ends of the pointer each tima 



Fig, 106. 

This is eliminated by repeating the 
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The mean of the eight ohservations maj he taken as the 
true deflection. 

42, Experiments, with the Beflection Magneto- 
meter, — In this section it will be assumed that the 
magnets are so short compared with their distance from 
the magnetometer needle that the approximate formulae 
of Art. 33 may be employed. 

Exp. 1. To compare the moments of two magmi8,—%Qt up the 
magnetometer lor (say) the .4 position of Grauss, i.e. with the gradu- 
ated arms at right angles to the meridian. 

Place the first magnet A “ end on,” its neutral line at a certain 
distance d {which must be great compared with half the length of 
the magnet), and read the deflection from both ends of the pointer. 

Turn the magnet round so that its north and south poles change 
places and again read both ends of the pointer. 

Place the magnet on the other side of the needle so that its neutral 
line is at the same distance d from the needle and repeat the above 
four observations. Let be the mean of the eight readings. 

Repeat with the second magnet B, its neutral line being at the 
same distance d from the needle, and let 0^ the mean of the eight 
readings. Clearly (Art. 33) — 

tan Jfg _ d^ tan 

H 2 la 2 “’ 

where Mi and are the moments of the magnets and H the hori- 
zontal component of the earth’s field. Hence 


If the magnetometer be of the mirror type four readings of the 
deflection of the image on the scale are taken for each magnet 
[i.e. for the four positions shown in Fig. 107). Let cm. = the 
mean of the four deflections produced hy A, 82 cm. = the mean of the 
four produced by and a? cm. = the distance between the slit and 
the mirror ; then 

L± ■ 

Ml _ tan 01 _ 2_ ___ 

M2 tan 02 S3 ~ 

2 X 

Another method is to place the first magnet with its neutral line 
di cm. from the needle and note the deflection. The second macmet 
then takes the place of the first and its distance is altered until it 
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produces the same deflection. If cm. be the distance of its 
neutral line from the needle when this condition holds, we have 

Ml __ di^ tan 6 , .if, _ tan &■ 


Exp. 2. To compare the earth^s hoHzoiUal field at two places. 
— At the first place let be the mean of the eight readings given 
when the neutral line of the magnet is d cm. from the needle. The 
same magnet and magnetometer are taken to the second place and 
the experiment repeated with the magnet at the same distance 
d era. from the needle. Let ^2 be the mean of the eight readings, 
Ma the earth’s field at the first place, and the earth’s field at the 
second place ; then, if the “ end on ” position has been used, 

if d'^ tan j if # tan $2 


Another method is to note the deflection 0 and the distance dj at 
the first place, and then at the second place to alter the distance 
until the same defiection 0 is obtained ; if be the distance 


Exp. 3. To determine the- moment of a magnet {M) or the 
strength of the eartNs field [H ). — If the earth’s field H be known, 
the moment of the deflecting magnet may be found from the rela- 

tion M = ovM = Hd^ tan 6, according to whether the 

“end on” or “broadside on” position be employed. Similarly, if 
the moment of the deflecting magnet be known, H may be found 
from the relation H = 2if/# tan 0 or AT = if/’d® tan 


Exp, 4:, To verify the inverse cube law for a small magnet . — 
For this experiment a good mirror magnetometer should be em- 
ployed and “distances” should be as great as possible consistent 
with readable deflections. The small magnet is placed (say) “end 
on” and the deflection s and distance d between the neutral line 
and needle noted. This is repeated at various distances. Taking 
any pair of results, it will be found that approximately 

Deflection Si with magnet at distance dx _ d./ 

Deflection a^, with magnet at distance d 2 d^* 
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'Now F = JEt tan d (Art. 33), i.e. F is proportional to tan 
therefore proportional to s ; hence 

Field due to magnet at distance d i _ ^ 

Field due to magnet at distance 
which verifies the inverse cube law. Again, if a —1 


and 


F oL 8, WQ have 8(f = a constant and 

log 8 + p.logd = a constant. 

Thus from the various values of s and d plot log s against log d ; 
the tangent of the angle of slope of the curve will give p and this 
will be found to be approximately 3. The actual value of F is 
2M/d^ (Art. 29). 

Sxp. 5. To verify {indirectly) the law of inverse squares for a 
magnetic pole . — In Art. SO it is proved that the field F^ due to a 
small “ end on ” magnet is twice the field F^ due to the same magnet 
“ broadside on” at the same distance, o^ndinthe proof it was assumed 
that the law of inverse squares for a magnetic pole was true. Now 
let a magnet be placed “end on” to the magnetometer needle and 
let be the mean of the eight deflections. Let the same magnet be 
then placed “ broadside on ” at the same distance and let be the 
mean of the eight deflections. Since F = H tan 9 we have 

; i^2 = ^2* 

But if the law of inverse squares 6e true F^ = 2F^f and therefore ij 
the law be true tan di should be twice tan ; this will be found to 
be so within the range of experimental error (see Art. 47). 

Exp; 6. To determine the temperature coefficient of a magnet . — 
In permanent magnets a rise in temperature produces a slight 
decrease in the moment of the magnet, so that if Mt be the moment 
at i°0. , ifo the moment at 0® C., and a the temperature coeffi- 
cieut, i.e. the decrease in unit moment for unit rise in 
temperature, we have 

Mt = ilfo(l - (^t). 

To determine a, the magnet is placed in a vessel of oil and “ end 
on ” to the magnetometer needle. The oil is heated and then 
allowed to cool and readings are taken, at intervals, of the deflection 
and the temperature. Considering any pair of observations, the 
deflections being di and ^2 and the temperatures t^ and t^^ we have 

•^*1 — tan % 
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Good consistent results can only be obtained if the magnet hp 
previously been subjected to several increases and decreases in 
temperature. 

Exercise. A short bar magnet is placed, at Gibraltar, perpen- 
dicular to the magnetic meridian and “ end on ” towards a compass 
needle, from which it is distant 100 centimetres. When the 
experiment is repeated at Portsmouth the magnet has to be placed 
at a distance of 110 centimetres from the compass to produce the 
same deflection of the needle. Compare the horizontal forces of 
the earth’s magnetism at Gibraltar and Portsmouth. 

4:3. Absolute Determination of the Horizontal 
Component (H) of the Earth’s Field. — Tills important 
determination is effected by combining the results of a 
deflection and an oscillation experiment. 

(a) Deflection Experiment . — A good mirror magnet- 
ometer is arranged (say) with the graduated arm exactly at 
right -angles to the meridian, i.e. for the A position of 
Gauss. A small deflecting magnet is then placed “end 
on ” with its neutral line at a convenient distance d cm. 
east of the needle, and the deflection of the image along 
the scale is observed. The magnet is then turned round 
so that its north and south poles change places and the 
deflection is again noted. Finally, two more deflections 
are taken with the magnet at the same distance d cm. west 
of the needle. 

The mean of the four deflections is then determined ; 
let it be s cm. and let x cm. be the distance between the 
magnetometer mirror and the scale. If be the actual 
deflection of .the needle s/x = tan 2 $ ; thus 20^ may be 
found from tables and therefore 0^ is known. Now 
(Art. 33) 

R M ’ 

where If is the moment of the deflecting magnet, I half 
the distance between its poles (say half its length approxi- 
mately), and H the earth’s horizontal field. Thus ail the 
terms on the right hand side are known, 

i,e. ~ = some number == a. 
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(6) Oscillation Experiment . — The deflecting magnet is 
suspended in the, oscillation box (Fig. 98) and, with the 
precautions- mentioned in Art. 40, the time taken to execute 
(saj) 50 complete vibrations is observed and from this the 
time {t seconds) of one vibration is calculated. This is 
repeated once or twice and the mean value of i taken. 
The moment of inertia K of the magnet is next found by 
weighing and measuring and then applying one or other 
of the formulae given in Art. 22. ISTow (Art. 22) 

and all the terms on the right hand side are known, 
i,e. ME = some number = h. 

Hence ’ ME M/E = = h 


a, 


i.e. M 


a 


The actual form of the expression is 




or if the magnetometer be used in the “ broadside on or 
B position, so that M/E = (# + 

27r /' 

i V‘ 


)^ tan Of 


Hz 


K 




Exp. The reader niust carefully carry out the above experiment. 
To further indicate the method, the following data of an actual de- 
termination are given. The deflection experiment was carried out 
in the J position. 

Distance between neutral line of magnet and needle = 40 cm. = d. 
Mean of eight readings of the deflection = lO'S® = 0. 

Length of magnet =15*28 cm. = 2^, 7''64 cm. 


M _ {(P 
H 






tan ^ = 


(1600 


-{ 7 - 64 ) 2 }% 

-g^ Li- tan 10-5®, 


M 

M 


6371 * 4 . 
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In the oscillation experiment, the mean of four observations was 
taken in finding the period. 

Time of one complete vibration = 19*5 seconds = L 
Bf-eadth of magnet = *65 om. 

Weight of magnet = 95*34 grammes = lo. 
i% Moment of inertia of magnet (rectangular) 

■' = + (Breadth)^ _ 95 - 3 ^ (15"28)^ + (*65)^ 

.C^' 12 12 

: / = 1858 = K. 

'/ .rrr „ _ 4 t 2 { 1858 ) 

/ - -p (IFsF’ 

Ai MS = 192-93. 

’ EP = MS -i-K=± 192-93 . 5 - 6371-4 = - 030281 , 

\ , H 

jBT = V-M^l = -174. 


44. Errors, Corrections, and Frecautions in tlie 
Beterminatioii of H. 

{a) Dejlection Experiment . — ^As mentioned in Art. 41, 
the deflecting magnet maj not be symmetrically magnetised, 
and the magnetometer needle may not be suspended at 
the centre of the graduated arm ; these errors are elimi- 
nated by taking the four readings of the deflections as 
explained in Art. 41. 

The length I really denotes half the distance between 
the poles of the magnet, and is approximately equal to 
half the length of the magnet, only for a very thin magnet. 
Where I cannot be determined directly with sufficient 
accuracy it may be eliminated from the result by the 
following method. We have 

F= 2M ^ . 

, {6? -Vf 

TMs may be expanded and -vrritten — 

m ( , , „/ zv, ofiy , ) 




As ^ is a small quantity, the higher powers of it may be 

Of 

neglected, and we get as a sufficiently accurate result 
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Since f is unknown, we may write for and we 
get 

d? V ^ d?) 

And from the relation F 




M tan 0 we get 


tan B : 


. m 

■ E 


(- + -). 


Now if two observations of B are made for distances 
and dg, and if B^ be the mean of the four deflections at dis- 
tance dj and B^ the mean deflection at distance d^, 

tan dj = J_ 4- V 
^ H d,«/ 

irU/^d/> 

and eliminating x from these results we get 
-3f _ dj® tan B^ — d/ tan B^ 

H 2(d,2-~d/) 

an expression not involving 1. 

Another method is to find Z^ Le. (half the magnetic 
length)* for the deflecting magnet, and then to use this 
value in the formulae of the preceding article. Thus, with 

s a 

taB a, 


0 


Y, 1/3, di, and d^ having the same meaning as above, 


M, 

H 


■ W 


and ^ = W 


2d, “““ H 

2d, ‘ 


2d, 

py 


tan B^. 


Solving for F and neglecting higher powers of Z, 
djd,« tan di — 2d5d,®Z2 tan d, = tan d„ — 2d,d/P tan d„ 
Le. dj® tan B^ •— 2djZ* tan dj = dg® tan - 
d,Han — dg® tan 


■ tan B^, 


2(dj tan B^ — d^ tan 
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We have seen that the moment of a magnet is affected 
bj variations in temperature, decreasing as the tempera- 
ture increases, so that if M be the moment at the tempera- 
ture of the room (f 0.) and the moment at 0° 0., 
if = Mq{ 1 — at)^ where a is the tem’perature coeificient 
of the magnet (Ajrt. 42). The moment can therefore be 
reduced to 0° 0. if necessary by the relation Mq = 
M/(l --at) = M(1 + at)f the coefficient a being deter- 
mined by a separate experiment. As a is very small and 
the change in temperature during an experiment is also 
small, this reduction is rarely necessary. 

When the needle is deflected there is, of course, a twist 
on the suspension making the deflection less than it would 
otherwise be, and this torsion error may be allowed for by 
increasing the observed 
deflection by an amount 
depending on a con- ruHi 1 
stant for the suspen- * 

sion known as its coef- 

ficient of torsion. In k , 

practice the error is ^ A 2Md 

not great and it is 

more usual either to | 

neglect it or to elimi- i v 

nate it by using what Fig. 108. 

is known as the “ sine ” 

method instead of the tangent ” method above. 

Imagine the magnetometer so constimcted that the* 
whole can be rotated, and let this be done until the mag- 
net is always at right angles to the needle (Fig. 108), in 
which case the magnet and needle are in the same relative 
position as at the starting” position 2 biid. there is no twist 
on the suspension. Clearly, 

Thtis the tangent of the angle must be replaced by the 

■*. A TB*. 9 
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Simikrlj for the formiila 


® sin ft 


sine in the deflection formula, 
eliminating I we would liave 

M _ df sin 

(b) Oscillation Experiment . — When tke magnet is oscil- 
lating, tlie twist on tlie suspension reduces tke period of 
vibration, and thus for accurate work a correction must 
be made for torsion as follows : Let tbe top of tbe 
suspension be turned through /5 to deflect the magnet 
through a. The twist on the suspension is yS — a, and 
therefore c — a) = MH sin a = MJTa, saj, i.e. 

MHa 


When the magnet is oscillating the restoring couple at 
anj instant is ME sm 6 + cO := MHO -f = (MH + c)$, 


and the period is therefore t = 2?ry^. 


MH+c 


i.e. MH + c = 






A MHz 


Aftr^K 


The employment of this formula, instead of the one 
previously used for MH, will therefore correct for torsion ; 
the error is not of much importance, however, in the case 
of the long line suspensions employed in practice. 

In the deflection experiment the magnet is at right 
angles to the whereas in the oscillation experi- 

ment it is more or less in the meridian. In the latter case 
it is, therefore, subject to the earth’s inductive action and 
its magnetisation slighMy increased, i.e. M JH" be the 
moment in the deflection evnArimAnt vM win 
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is towards N. end of solenoid 


moment in tlie oscillation experiment, wiiere z is_a factor 
greater tlian nnitj. It can be shown that 

0 = 1 4 - , 

^ G’ 

where Q= ^ , as fomid in the deflection experiment, and 

P is a constant depending on the volume of the magnet 
and on the material of which it is made. In practice, 
however, z may be found approximately by experiment. 
The magnet is placed “ end on” at distance d, and the 
deflection is noted; if be the deflection of the needle 

^ z=z (approximately). 

H 2 


A long solenoid is then placed “ end on ” with its 
centre at distance d from the magnetometer needle, and a 
current of electricity is passed which will produce at the 
centre of the solenoid a field approximately equal to the 
earth’s field about to be determined. As will be shown 
later, the necessary current is obtained by the formula 

j=: 12,^, where I = current in amperes (Art. 169), I = 
iirn 

ien<^th of solenoid in centimetres, n = number of turns in 
the*^ solenoid, and JB” = earth’s horizontal field (say T8). 
When a current passes the needle will be deflected, and so 
another coil is included in the circuit, and its position is 
adjusted with respect to the needle until it neutralises the 
eflect of the solenoid. 

The magnet is then placed inside the solenoid so that its 
centre coincides with the centre of the solenoid,* and the 
deflection is noted. Since the magnet is Ijing along a 
field of strength JT, its moment is and if be the 
deflection of the needle 

2 ^ (approximately), 

' — tan ^ 8^ ■ 

. tan ' .fij.V 
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Hence, since zMH = 1 + we have 

4^'^Ks, 


ME = 


n + 




correcting for torsion and the inductive action of the 

earth s field. 

The amplitude of the vibrations must be small, ' other- 
■mse a correction must be made for amplitude (Art 22) 
This IS, however, less than -02 per cent, if the swing does 
iio ^ceed 3 on either side, and for such swings may 
therefore be neglected. & j 

If the effect of change of temperature on magnetic 
moment be taken into account in the deflection experi- 
ment and the moment reduced to 0° C., the same must be 
done in the oscillation experiment. 

The !]^w magnetometer for the determination of M 
and the Kew method are given in Chapter lY. 

45. Absolute Betermiaatiou of the Moment (M) 
of a Magnet.--It should be noted that the experiment 
for the determination of If (Art. 43) also serves for the 
determination of Jf, the magnetic moment of the deflect- 
ing magnet. We have 

M 

and MM=zb, 

~ X MS=]SP = ax b, 


where a = ^ — Q! 

2d 


i,e.Mz=z Vah, 

tan 0 and 6 = the magnet be- 


” iu the deflection experiment. The details 
of Art. 44 also apply m the determination of Jf. 

Thus, referring to the experiment of Art. 43, we have 
M 


H 


= 6371*4 and MR == 192*93, 


= ^/637l•4 X 192*93 =110*87 units. ' 


MAGHETISM.— MAGNETIC MEASIXBEMENTS. 


127 


46. Determmatioii' of II or 31 hj tracing Lines of 
Force. — EnowiBg If, the ,, value of if can be found, or, 
knowing if, the value of M can be found, from the dia- 
grams plotted in Art. 5. 


Exp. 1 (Fig. 23). The field at the neutral, point X due to the 
magnet is equal and opposite to the earth’s horizontal field E, ie. 
2Mdlid^ - pf= H, where d m the distance from the neutral line 
of the magnet to X and I is half the magnetic length. Hence , ■ 


■ 2Md 


and 


2d 


will give either of these if the other be known. (See Exercises 

11. B. (6).) 


Exp. 2 (Fig. 24). For the same reason we have in this case 

s= E — 5 and M=s^d^ + PA 

(d* + Pf 

where- d is the distance of the, neutral 
point along the equatorial line of the 
magnet. (See ' worked Example 1, 

Art. 30.) 

Exp. 3 (Fig. 25). This may simi- 
larly be solved by an application of 
the results of Art. 31, but the follow- 
ing method is simpler. The forces 
on unit pole at X are as indicated in 
Fig. 109. As the unit pole would be 
in equilibrium under the action of 
these three forces, if the triangle A 
be drawn with its sides parallel to the ^reotion of the forces, 
the forces will be proportional to the sides to which they are 
parallel, i.A , 

if . '''AB m _AB2ml 

“ AG' AG2p^V 

„ , , . 

= and Jtf =4^. 

AG 2pH ■ AB 

_47. Gauss’s Proof of tlie Law for 

Ma^iSetic Pofi'r~0[b“e principle of this has already been 
given in Exp. 5, Art. 42, which the reader should again 
note before proceeding with this section. 



Fig. 109. 
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Now let us assume tKe more general case, tliat the force 
between tn }0 poles varies inversely m the j?- power of the 
distance. On tMs assumption we obtain the following 
results ; — 

(a) Field dm Jo magnet (Fig. 73). 

lO^be the field at P (Fig. 73) then, as in Art. 29, we 
;et ' ' 

^1= = m{(i-Z)-^-(cZ+0-^} 


(d-Vf 

(neglecting Mglier powers of 1) 
p . 2mZ _ pM 


pd-^^+^h+...)} 


^p+i ^P+r 

(6) Field dm to a ** broadside on ” magnet (Fig. 74). 

If Pj be the field at P (Fig. 74) then, as in Art. 30, 
FE represents F^ and FT represents m/r^, and we get : 

2Z m M . ^ M 


if I is small compared with d. Thus the field P, due to 
such a magnet “ end on ” is p times the field P^ due to 
the same magnet "broadside on” at the same distance, 
if the force between poles is inversely as the p*^ power of ‘ 
the distance. 

Now let the magnet be placed "end on” to a mag- 
netometer needle at distance d, and let be the deflection. 
Let it then be placed " broadside on ” at the same distance, 
and let 6^ be the deflection ; we have 

P,=:JBrtan^i and P^rrlftan^,, 
i.e. F^: F^=: tan 0^ ; tan 
But Pj is equal to pF^ ; hence 
tan 0, 

^ Experiment shows that tan 0 /tan = 2 ; hence p = 2, 
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I.e. the force between magnetic poles is' inversely as the 
square of the distance. " 

Gauss worked to a higher degree of accuracy than is indicated ' 
above, and showed that . 

(endon)...tan 0 i = 

(broadside on).. .tan 

where P, Pi are numerical coefficients such that P/Pj = 

From the results of his experiments he found that 
tan ^1 = ‘G86870d”3- •002185d-» 
tan ^2 = •043435d“3+ •002449d~«. 
p^P/Pj = •086870/-043435 = 2; also 
p = 2 ; also d j? = 2 . 

4:8- Ca-eometrical Construction for the Eqnipoten- 
tial Lines of a Simple Magnet.~A geometrical con- 
struction for the equipotential lines of a simple magnet is 
as follows :■ — 

Exp. Imagine the poles JST and S (Big. 110 ) to be + 20 and- 20, 
units respectively. Since the potential at distance r from a pole of 


Mg. 110. 

Strength m is « say, we have r = ^. Hence with JVas centre 

draw a series of circles representing the equipotentials + h + 2 , 
,3 fovN alone ; thus for the equipotential + 0 we have 




ISO' MiLOTETISM.— MA.aJrilTIC MlAStTBEMfisrta, 

r =s =a 4 cm., for +15 r = ff = 1| om., and so on. With as 
centre draw a series representing the eqnipotentials — 1, — 2, 
~ 3, for S alone. 

Since the potential at a point due to two poles is the algebraic 
sum of the potentials due to each, the resultant equipotential lines 
will be obtained from the intersections of the two sets of circles 
drawn. Thus the equipotential line + 10 will be given by the 
intersection of + 11, - 1 ; + 12, - 2; + 13, - 3 ; + 14, - 4, etc. j 
the equipotential *- 3 by the intersection of - 4, + 1 ; - 5, + 2 j 

6, + 3, etc . ; the equipotential zero by the intersection of + 6, 
“ 6 ; +4, - 4 ; +8, - 8, etc. Fig. 110 gives a portion of the 
construction. 

^ If a small compass be fitted with a short brass bar at its centre at 
right angles to its axis, the equipotential lines may be mapped by a 
modification of the method of Art. 5, for the needle will set along 
the lines of force and the bar along the equipotential lines. 

49, Geometrical Constractioii for tlie Lines of 
Force of a Simple Magnet. — A geometrical construction 
for the lines of force is as follows : — 

Exp. Imagine the poles N and <Sf to be + 12 and - 12 units 
respectively (Fig. Ill), Further imagine each pole to be at the 

-5 .“6 “7 -8 -9 -10 
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planes fehrongli fcliese points perpendicular to the diameter, in which 
case the sphere will have its surface divided into as many equal 
areas as the diameter has been divided into equal parts (12 only in 
the figure). 

The nuraber of lines of force through these equal areas due to the 
pole at the centre will be equal, i.e. the nuraber of lines passing 
through the spaces contained by the radial lines is the same, and 
such may therefore be taken as representing the distribution due to 
the pole at the centre. The radial lines drawn from the pole M are 
marked and those from the pole S minus. The resultant lines 
are really the diagonals of a number of (approximate) parallelo- 
grams formed by the intersection of the radial lines ; this is more 
apparent the greater the number of lines. In sketching the resul- 
tant lines, it should he noted that resultant - T passes through the 
intersection of - 8, -b 3’j — 7, -f 2 ; - 6, -b 1, etc,, and so on. 


If P be any point on a line of force, the angle F8N be 
and the angle FN8 be 6\ it has been shown (Art. 37) 
that the line satisfies the condition 

cos 0 -b cos & = constant, 

and this may be used to verify the construction above. 
Consider a line, say NF8, and let the circles round N and 
8 be of such a radius r that the constant for this line is 
N8/r, Taking any ordinate XB cutting the circles in Q 
and B, we see that the intersection of NB and 8Q gives us 
the point P on the line. Now 


cos 0 == 8X/t and cos 6' = NX/r, 
r r r 

which verifies that P is a point on the line required. 


Examples. 

1. Two magnets, A and B, are caused to oscillcde in the same mag- 
netic field ; A performs 15 vibrations per minute, and B 10 vihraiiona 
per minute. The magnet A is then caused to oscillate in one magnetic 
field and B in another ; A now performs 5 vibrations per minute and 
B 20 vihratims per minute. Compare the intensities of the fields in 
which A and B now oscillate^ and compare also the magnetic moments 
of these magMis. 





r 
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From the data of the question the second field in which the magnet 
^ oscillates is to the first field in which both A and ^osoillate in the 
ratio 

-5! = 1 = i 

152 3 2 9 * 

That is, the intensity of the second field is |th that of the first. 
Similarly, the second field in which 5 oscillates is to the first as 

102 1 1* 

That is, the intensity of the second field is 4 times that of the first 
Therefore the ratio of the intensities of the second fields in which A 
and B respectively osoiUate is given by 

-1 :4 or 1 :36. ‘ 

That is, the intensity of the second field in which B oscillates is .36 
times as great as that in which A oscillates a second time. 

From the data given in the beginning of the question we have, as- 
suming the magnets to have the same moment of inertia, 

The magnetic moment of A _ _ 9 

The magnetic moment of B ^ IO2 ~ 2^ 4 ’ 

2. A suspended magnetic needle makes 20 vibrations per minute in 
the earth's Jield. When the north pole of a long bar magnet is 5 
mches due magnetic south of it, the suspended needle makes 30 vibra- 
tions per minute. How many vibrations per minute will it make if 
the north pole of the long bar magnet he 3 inches due magnetic south 
of it? 

Let X = the number of vibrations per minute. 

In both cases the earth’s field and the field off the pole of the long 
magnet are in the same direction ; hence 

302 _ 202 t magnet’s field in Case 1, 
i.e. 302 - 202 oc force due to the magnet pole at a distance of 5 
inches, 

and a;2 _ 202 cc force due to the magnet pole at a distance of 3 
inches, 

. Force due to pole at 3" _ oj* — 202 
Force due to pole at 5" 600 

But by the law of inverse squares for a magnetic pole 
Force due to pole at 3" _ 52 __ 25 
S’oroe due to pole at 5" “* p* “ 

. a?2 .- 400_26 
’* 600 9* 

9a;* - 3600 = 12500, 

,A' aj =■ 42*3 nearly* ^ 
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3« The period of vibration of a uniformly magnetmd magmtk 
needle is S secondf^. The needle Is then broken into exact halves: If hat 

is the period of vibration of each half ? 

With the usual notation— 

^ h I X M 




Again- 


MS' 


Ki = «>i 


= “lil* a 

U2 4 


JK, X if, 


} "-pproT. 

m- V)i2l<f 
1^. 

jEl = 


Further- 

Mi 

= mil. 

II 

I- 

M 2 /M 1 = 

ij/i,. 

Hence 



_ >J Wi X 

T 


h. 


h 

tjw2h^ X h 

s/w2 

k' 

Now 


= 2i 02 and li 

= 2^2, 



. 3 

_ ij2w2 X 21 

2 




W 2 X 1% 

■*’1’ 



2^2 = 3, A % = 1| secoads, 

4. A small compass needle makes 10 oscil- 
lations per minute under the influence of the 
earth's magnetism. When an iron rod 80 
cm. long is placed vertically with its lower 
end on the same level with and 60 cm. from 
the needle and due {magnetic) south of tty 
the number of oscillations is 12 per min^e. 

Calculate the strength of pole of the irm 
rod {{) neglectingy (ii) taking account of, the 
influence of the upper end (B. E.) 

(a) Neflecting upper pole. The bar is 
magnetised, the lower end being a north 
pole, and the horizontal field due to this 

pole only is F = -^v Now (Fig. 112}— 


H 

= *44 X -18, 

== *44 X T8 X 60* = 285*12 units. 


! 


T 


vL 
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(h) Taking upper pole into account. The field due to the upper 
pole is -—g in the direction shown and the horizontal component 

of this is cos 6. i.e. ( X The total horizontal field 

100* MOO* 100/ 

due to the magnet is therefore 


(i®F ^ horizontal field 

• i.1. r / m 60 \ 

therefore g-^- 
•^ = » ~ lop)- 

F/S = -44, i.e. = -44 X -18, 

^ (w loo*) “ ^ 

•44 X *18 X 36000000 
7840 

m — 363'6 units. 


Exercises III. 

Section A. 

(1) Explain how you would compare the moments of two magnets 
(a) by the torsion balance, (6) by the method of oscillations, (c) by 
the method of defieotions. How would you compare two magnetic 
fields ? 

(2) Describe fully Gauss’s proof of the Law of Inverse Squares. 

(3) Explain briefly three methods for the verification of the Law 
of Inverse Squares for a magnetic pole and two methods for the 
verification of the Inverse Cube Law for a small magnet. 

(4) Describe and explain a method by which the magnetic moment 
of a steel magnet and the horizontal intensity of the earth’s magnetic 
field may be determined in absolute measure. 

(5) Summarise the principal errors, and give briefly the correo« 
tions, in connection with the experiment for the determination of 
the earth’s horizontal magnetic field referred to in Question 4. 


Section B. 

(1) A bar magnet which can move only in a horizontal plane is 
caused to vibrate at three different stations, A, By and G. At A it 
makes 20 vibrations in 1 minute 30 seconds ; at B, 25 vibrations in 


f 
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1 minute 40 seconds ; at <7, 20 vibrations in 2 minutes. Find three 
numbers proportional to the forces which act upon the magnet at 
the three places. (B.E.) 

(2) A mariner’s compass is placed upon a table and a bar magnet 

is placed upon the floor below it, the centre of the bar magnet 
being straight underneath the centre of the compass needle. When 
the N. end of the bar magnet is northwards the compass needle, 
after being disturbed, makes 100 oscillations in 16 minutes. When 
the N. end is southwards the compass makes 100 oscillations in 
12 minutes. When the bar magnet is removed so that the needle 
is under the influence of the earth alone, how long will it take to 
make 100 oscillations ? (B.E.) 

(3) A short bar magnet is placed on a table with its axis perpen- 

dicular to the magnetic meridian and passing through the centre of 
a compass needle. In London the compass needle is deflected 
through a certain angle when the centre of the magnet is 25 inches 
from the centre of the needle. If the experiment be repeated in 
Bombay, the magnet must be moved 5 inches nearer the needle to 
produce the same deflection. Use these data to compare the hori- 
zontal force in London and Bombay. (B.E.) 

(4) A magnet placed due east (magnetic) of a compass needle 

deflects the needle through 60° from the meridian. If at another 
station where the horizontal force of the earth’s magnetism is three 
times as great as at the first the same magnet be similarly placed 
with respect to the compass needle, what will be the deflection of 
the latter? (B.E.) 

(5) A thin uniform magnet 1 metre long is suspended from the N. 

end so that it can turn freely about a horizontal axis which lies 
magnetic east and west. The magnet is found to be deflected from 
the perpendicular through an angle D (sin i? = d, cos D = '995). 
If the weight of the magnet is 10 grammes, the horizontal component 
of the earth’s field is -2 O.G.S. unit, and the vertical component 
"4 G.G.S. unit, find the moment of the magnet. (B.E.) 

(6) In an experiment to find H the following observations were 
taken Deflection experiment: End on position. Distance from 
centre to centre = 40 cm. Mean deflection = 8® 36'. Oscillation 
experiment : 6 complete vibrations took 140 seconds, mass of mag- 
net 100 *5 grammes, length 15*2 cm., breadth '66 cm., depth 1*2 cm. 

Find the values of Af and jET. 

(7) What is meant by a neutral point in a magnetic field! There 

is found to be a neutral point on the prolongation of the axis of a 
bar magnet at a distance of 10 centimetres from the nearest pole. 
If the length of the- bar be 10 cm. and ^= 0*18 C.O.S. unit, find 
the pole strength of the magnet. (B.E.) 
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SectioB €. 

(1) Describe the principle of measurement employed in the 

torsion balance. A magnet suspended by a fine vertical wire 
hangs in the magnetic meridian when the wire is untwisted. If 
on turning the upper end of the wire half round the magnet is 
deflected 30° from the meridian, show how much the upper end of 
the wire must be turned in order to deflect the magnet 45*" and 60* 
respectively. (Inter. B.Sc.) 

(2) Investigate the intensity due to a straight bar magnet {a) at 
any point on its axis, (b) at any point in the line through its centre 
perpendicular to its axis, th© distance from the magnet being great 
compared with its length. 

Describe how you would carry out an experiment to test the 
inverse square law of magnetic action, using the results of this 
investigation. (B.8o.) 

(3) Give an outline of the determination of ff — the horizontal 

magnetic field of the earth — by employment of a bar magnet and a 
magnetic needle. How is the effect of the length of the bar magnet 
eliminated by observing deflections of the needle by the bar 
magnet at two different distances of the latter ? (B. So. ) 

(4) Give an account of the method to be employed for an exact 
determination of the horizontal component of the earth’s magnetic 
field. Discuss the corrections on account of (a) the torsion of the 
suspending fibre, (6) the amplitude of vibration, (c) the length of 
the deflecting magnet, (d) magnetic induction due to the earth. 

(D.Sc.) 
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MAaNETISM.--TEERESTEIAL lIAaNETISM. 

SO. Tke Magnetic Field of tlie Eartli. — We have 
already learnt that, when a magnetic needle is freely sus- 
pended at any point on the earth’s surface, it invariably 
sets in a particular position, with its magnetic axis point- 
ing approximately north and south. This shows that at 
all points on the earth’s surface a magnetic field exists. 
This magnetic field is supposed to be due to the earth’s 
magnetism, but whether the earth is a permanent magnet, 
or whether its magnetism is due to some external cause, 
or both, is, at present, an open question. The simplest 
explanation is to consider the earth as a permanent mag- 
net, with its poles not far distant from the north and south 
poles of the earth. Assuming the distribution of mag- 
netism to be somewhat irregular, the magnetic field that 
should result agrees approximately with observations of 
the actual field of the earth. 

The quantities which determine the magnetic field of 
the earth are sometimes called the magnetic elements 
and these are (1) the declination, (2) the inclination or 
dip, and (3) the horizontal component of the field. 
The determination of (1) fixes the vertical plane in which 
the magnetic force acts, the determination of (2) fixes the 
direction of the force in that plane, and from (2) and (3) 
the total intensity of the field can be calculated. 

'^/’'The at_-au,.plac6...is. the .vertical plane. — , 

containing the direction of „the .magnetic, force Ifjt,. that placj^ 
i,e, the vertical plane containing the magnetic axis of a 
freely suspended magnetic needle. The geographical 
meridian at a place is the vertical plane through the 

137 



138 MAaJTETISM. — TBERESTBIAL MACFJSTBTJSM. ' 

geograpHcal north and south poles aM the given place. 
Beclinatum is the angle between the geographical and maa- 

nehc^eridians, ^ 

y^e iwlMwn or dip at a place is the angle which the 
resultant field (or the direction of the resultant force in the 
magnetic meridian) makes with the horizontal 

at that place. It may also be defined as the 

V I angle between^ the magnetic axis of a dip needle 

\ I aUe to move in the magnetic meridian and the 

V I horizontal. 

■^1 The total intensity of the earth’s field is 
V ” I never determined directly. The horizontal 
Fig. 118. component {H) and the dip $ (Pig. 113) are 
measured. If I be the total intensity we 


thus I is determined. We have also the relations 

V = H tan $ and I = VlS^~+~V‘, 

■where Fis the vertical component of the field. 

51. Simple Betermination of Declination.— To de- 

termme tne declinatioii it is necessary to determine the 
geographical and magnetic meridians and to measure the 
angle between them. A simple method is 
as follo-ws:— . »Ky 

Exp. Suppose we wish to mark out the two \\\ 

meridians on the table in the laboratory. Let ''A' 
a straight piece of wire about a foot lon«» be % 

fastened vertically into the table so that the sun A 

casts its shadow on the table. The direction \ 

of this shadow when it is shortest, which will be A. 

about noon, will approximately give the geo- 
graphical meridian of the place. Let this direc- ''V 

tion be marked hyaline, Ad (Fig. 114), dra '.Vv 

on the table. ( v\'^ 

To determine the magnetic meridian, let a ^ ^ ' 

light bar magnet be suspended over the table Fig. II 4 . 
by a single silk fibre. To each end of this mag- 

net let a short piece of fine brass wire be attached by shellac or 
seaUng-wax, m such a position that, when the magnet is“er°y 
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suspended, the pieces of wire are, as accurately as possible, vertioa! 
(Fig. 115). 

Let a needle be stuck into the table at any point, a, through 
which the line, im, joining the pieces of wire at the ends of the 
ma^^net passes. This point is readily determined by one observer 
sighting along the lower points of the 
wire and directing another observer 
where to place the needle. In the same 
way another needle can be placed^ at 6, 
so that aob represents the direction of 
the line joining the wires fixed at the 
ends of the magnet. 

If w 10 coincided with the magnetic 
axis of the magnet, then the line a h 
would represent the trace of the mag* 
netic meridian on the table, and the 
angle Noa would be the required angle 

of declination. In all probability, however, w? is not the magnetic 
axis of the magnet ; but whatever the position of this axis, we can 
eliminate the error due to its non-coincidence with wwhy turning 
the ma<ynet upside down, so that the top face becomes the bottom 
face, ami then determining the line a' o b' in exactly the same way 
m a oh was found. The true direction of the trace 
of the magnetic meridian will now lie midway be- 
tween the lines aob and a’ o b’, and may be drawn 
by bisecting the angle between them. The line 
N' S' represents this direction, and the angle N 01^ 
measures the declination. 

To prove that bisecting the angle between 

ah and a' 6', gives the true direction in which the 
magnetic axis of the magnet points, consider Fig. 116. 
Taking an extreme case, let w s represent the posi- 
tion of the magnetic axis of the magnet. Then if 
the full outline represent the position of the magnet 
in the first case, on inverting the magnet it will take 
up the position indicated by the dotted outline, for in this position 
the magnetic axis has the same direction as before. From the figure 
it is evident that the magnetic ^ axis n s, 
and, therefore, the magnetic meridian, lies 
midway between the two positions of w w. 


U 


'i/y 


I 


Fig. 116. 
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52. Tlie Kew Magnetometer 
and Metliod for tlie Determina- 
tion of Declination.— Tlie magnet 
consists of a hollow magnetised steel 
tiiBe Jf (Fig. 117), one end. of which 
is closed by a piece of glass 8 , on which a scale is etched } 

M. AND E. ■ 10 


w 

Fig. 117. 
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tlae other end is fitted with a lens L, and the whole is 
suspended in the box shown in Fig. 118 bj silk fibres 
from the top of the vertical tube. The scale 8 is at the 
principal focus of the lens L, so that the rajs from 8^ 

after passing 

A through L, are 

parallel ; hence, 
if the telescope, 
I shown on the 

I rightof Fig. 118, 

i! be first focussed 

for infinity, and 
then be placed 
. ■ ^ in line with the 

Ip magnet so as to 

I j . receive these pa- 

I 'P rallel rays from 

ij ii L, a clear image 

Tertical axis over 
at any ^instant 

M ^%k noted by means 

m scale and 

^ m ' To find the 

Fig. 118. magnetic meri- 

dian the suspen- 
sion is first freed from torsion, as indicated in Art. 38. 
When the magnet is suspended, the instrument is rotated 

f the scale 8 coincides with 
and the 


Fig. 118. 
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reading be Tbe magnet is then turned over .for tlie " : 
reason given in A,rt. 51,, and tlie. instrument again sliglitlj 
rotated if necessary until the centre of the image of S 
ac^ain coincides witii tlie centre of tbe cross wires, and 
tbe readings ' on tbe horizontal scale are again taken ; let 
the mean be 0^. The" magnetic axis of, the magnet bisects 
the angle between the two directions just obtained, and 
the scale reading for the magnetic meiidian is, therefore,, 
“I" ^z)* 

To -find the geographicaT meridian the mirror m is 
adjusted so that its axis is horizontal, the normal perpen- 
dicular to the axis, and such that -when m is vertical the 
normal passes along the optic axis of the telescope. The 
instrument is then rotated until an image of the sun, pro- 
duced by the mirror m, just passes the centre of the cross 
wires. Knowing the time of this transit, the latitude, and 
the north polar distance of the sun, the angular distance 
of the sun from the geographical meridian at the time of 
the transit can be calculated ; let this be a®. The instru- 
ment is now turned through a®, and the readings on the 
horizontal* scale are again taken*, let the mean l>e 
This is the scale reading for the geographical meridian, 
and the declination is the angle between this reading and 
the reading for the magnetic meridian, i.e. the declination 

is 4(^1 + ^») - ^3- 

■53.' Betermination ' of ■ Bip. ■ / 

The Kew Bip ': /Circle.—If the - ^ 

magnetic meridian be found as in 

the preceding .article, and a mag- ■ 

netic needle , : free to ■ move in a W I 

vertical (Fig. 119) be placed f/m 

with its axis in the meridian, it wiH Jif 

be found that it does not set hori- 

zontally, but dips, in England, at 

an angle of about 68° with the Fig. 119. 

horizontal. This angle is the angle . ^ . 

of Dip and a magnetic needle mounted so as to indicate it 

is called a Dipping Needle. The aeedle shown in Fig. 119 

is, however, useless for purposes of measurement. 


142 


MAaOTTISM. — TEBEESTRIAL MAGNETISM. 






A proper instrument for measuring tlie angle of Dip is 
known as a Bip Gircle, It consists, as shown in Pig. 120, 

of three essen- 

K cul^ scale on 

^ ^ nhicli ^the^ no- 

Fig. 120. - ted by means 

of a short hori- 

Q zontal axis of hard polished steel 
passing, as . nearly as ^ possible, 
i through the centre of gravity of the 
needle. When mounted on its bear- 
0 ings, this axis should pass through 
|o the centre of the vertical scale at 
, right angles to the plane of the 
scale. The scale itself is usually 
graduated so that both ends of the 
Fig. 121. needle can be read, and, since the 

Dip is measured from the hori- 
zontal, the jsero Zme is horizontal. 

Pig. 121 shows generally how the scale is graduated: in 




Fig. 120. 




Fig. 121. 



MA<JKETISM. — TEBBBSTBIAIi MAGNETISM. 14S 


the best forms of the instrament, the positions of the ends 
of the needle are read bj small reading microscopes, which 
carry verniers round the vertical scale (Fig. 125). The 
horizontal scale may be graduated continnonsly from 0° 
to 360°, commencing at any point, or it may conveniently 
be graduated in the way indicated in Fig. 121 — its use 
will appear in the sequel. 


Exp. To determine the Dip by a Dip Circle, it is obviously 
necessary, first, to set the plane of the needle in the magnetic 
meridian — this might be done approximately by determining the 
meridian by means of a magnetic needle, but it is more con- 
veniently and accurately done by the indications of the Dip Grcle 
itself. The instrument is carefully levelled by means of the screw- 
feet and the spirit-level attached to it. The needle and vertical 
scale are then moved round the horizontal scale until the needle 
sets exactly vertically. 

When this is the case, if the instrument be perfect, the plane of 
the needle is at right angles to the magnetio meridian, and hence on 
turning it through 90®, measured by the help of the vernier 
attached to the horizontal scale, the needle is set in the magnetio 
meridian. 

The truth of the above is readily seen. In Fig. 113 let the plane 
of the paper represent the magnetio meridian. Imagine a magnet 
with its north pole at A pivoted to move in a vertical plane at 
right angles to the plane of the paper. The force acting on the pole 
will be in the direction of J, but only the vertical component V of 
this force will have any effect on the needle, for the horizontal 
component H can only produce a pressure on the bearings. Hence, 
when the plane of motion of the needle is at right angles to the 
meridian only V is effective, and the needle, therefore, sets 
vertically. 

To eliminate errors in the instrument the following readings are 
taken in setting the vertical circle in the meridian. The vertical 
circle is adjusted until the needle stands vertically with its lower 
end at 90®, and the horizontal circle is read. Another adjustment is 
made, if necessary, until the upper end of the needle is at 90®, and 
the horizontal circle is again read. The vertical circle is now 
turned through 180®, and two more readings on the horizontal 
circle are obtained. The needle is next reversed in its bearings, 
and two more readings on the horizontal taken. Finally, the 
vertical circle is turned back a»ain through 180®, and two more read- 
ings on the horizontal taken. If the mean of the eight readings be 
^®, and the vertical circle be rotated through 90® from this, the 
plane of the needle will be in the magnetic meridian. 

The following observations are now made to obtain tbe dip. 
The reading is taken, on the verticai circle oi each end of the needle. 
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The vertical circle is then turned through 180®, and each end is 
again read. The needle is now reversed in its bearings and two 
more readings taken. The vertical circle is next turned through 
^ • 180® to its original position, and each end is again read. Finally, 
the needle is magnetised in the opposite direction and the above 
eight readings repeated. The mean of the sixteen angles gives the 
true value of the dip. 

The various readings are necessary to eliminate the 
following possible errors : — 

(1) The error due to eccentricity, that is, the error which 
results if the axis of suspension of the needle should not 
pass through the centre of the vertical scale. 

(2) The error which results if the zero line of the vertical 
scale is not truly horizontal, 

(3) The error due to non-coincidence of the magnetic 
axis of the needle with its geometrical axis. 

(4) The error which results from 
non-coincidence of the point of 
suspension of the needle with its 
centre of gravity. 

Error (1) is eliminated by read^ 
ing both ends of the needle and 
taking the mean of the two read- 
ings. This is evident from Eig, 
122, for if 0 represent the point 
of suspension of the needle and O' 
the centre of the circular scale, 
then the true Dip on' or os' is 
evidently the arithmetical mean of o and o s, the actual 
readings of the two ends of the needle. 

Error (2) is eliminated by taking the mean reading for 
two positions of the needle in the magnetic meridian. 
When the needle is first set at right angles to the magnetic 
meridian, it can evidently be put in the meridian by turning 
through 90®, either to the right or to the left of the observer. 
Let it be turned first to the right, say, and let the position 
of the needle be read ; then let it be turned through 180® 
in either direction, and it will be again in the magnetic 
meridian, but reversed relative to the observer. The mean 
of the readings of both .ends of the needle, taken in these 


90 '" 
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two positions, gives tlie Dip corrected for tlie sources of 
error (1) and (2). For in Fig. 123, wkere tlie 

drawiiio' represents tlie reYerse (or obverse) view ot tne iett- 
one if dd represent tbe true horizontal, and oo the 


actual position of the zero-line, then the true JJip oti or ob 
is evidently the arithmetical mean of the reading o or o« 
in the left-hand drawing, and on or os in the right-hand 

^^TTr^^source of error indicated in (3) has already been 
considered in the determination of Declination. It is 
eliminated in the same way by reversing the needle relative 
to the scale, that is, by lifting the needle off its bearings, 
turning it round back for front, and replacing it on the 
bearings The four readings indicated above are now 
repeated! and the mean of the eight readings thus obtained 
gives the Dip corrected for 

errors (1), (2), and (3). ^ 

To correct for W \ ( \ 

needle is remagnetised in the i / j f / 

opposite direction. Thus in \^/fi J J 

Pig. 124 (left) the centre of 
gravity is nearer the north Fig. 124. 

pole and the, readings are too , . p 

large When the polarity is reversed the centre of gravity 
is Larer the south pole and the readings are too smah 
Ih the mean the error is practicahy eliminated. It should 
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line off to one side, reversing tlie needle in its bearings will 
correct the error. 

The Kew Dip Circle is a more elaborate and accurate 
form o£ instrument than that shown in Fig. I20. The 
essential points will be understood from Fig. 125. ^ 

The angle of Dip is some- 
(^c times determined from obser- 
vations of the apparent dip 
^ vertical 

T^l at right angles. Let 

/?/ 


Fig. 126. 


Fig. 126. 


the traces in a horizontal plane of the two planes, making 
angles and with the magnetic meridian PM. 

The components of B, the horizontal component of the 
earth’s field, along PA and PB are evidently H cos and 
jET cos and F, the vertical component at P, is the same 
for both planes. Hence if and 3^ denote the apparent 
dip in the planes of PA and PB we have 

V F 

= tan 6. and = tano^. 

H cos li cos cfg 

Since and are complementary, we may write sin aj 
for cos % and the result may be put in the form 

= cot and ^ = cot 
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TMs .gives 

cos^ , ^ g 

—fn ^ y2 1 ^ 


. — (cos^ a, + sin^ a.) = cot” + cot^ 

.. -p-^ \ 1 

i.e. :^= cot^Si + cot“8,. 

Hence, since ^ = cot 8, wliere 8 is the trne dip in 

the plane oi PM, the naagnetic meridian, we get 
cot“ 8 = cot" 8j + cot° 8.J. 

Thus 8 and 8, are determined in any two planes at right 
angles to each other and the true dip 8 calculated. 


54. Betermination of H. The Kew Magneto- 
meter and Method.-The method of determming the 
horizontal component of the earth s field has been fnhy 
explained in Art. 43, and the errors, and coiTections for 
exMt work in Art. 44. The reader should rense these 

before proceeding further. 

The Kew magnetometer arranged for the osculation 
experiment is that shown in Fig. 118 in dealing with d^ 
chnation (Art. 52), the suspended magnet (which is to 
used as the deflecting magnet in the deflection expenmmt) 
beino' of the hollow cylinder type with scale and lens 
• c 117) The suspended magnet is given a small oscil- 
ation and the time taken for 100 transits of the image of 
the cekre of 8 across the centre of the cross wires m the 
same direction, i.e. the time for 100 complete J^bratons^is 
noted and from this the time of one vibration is calculated. 
Corrections for torsion, amplitude tempemture, and the 
inductive action of the earth must he apphed as explained 

T_1Q. 

. The moment of inertia K is found ^ 4 

cylinder which exactly fits the tube T is inserted mbhat 
tube and the time of a vibration is again determined. 
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If the time without the cylinder and the time 


where JSTj — moment ojE inertia of the cylinder 


Fig. 127. 

The^ magnetometer is now modified (Fig. 1 
deflection experiment. The box in which the i 
been hanging is remoTed and the vertical tube 
mto the lower compartment. , A small magi 
mirror attached to its centre and perpendicular 
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is suspended from tte top of the vertical tube. ' Tbe tele-' 

scope seen in tbe left of tbe figure bas a scale fixed above it 
and tbe instrument' is rotated until tbe image of this scale 
.reflected from tbe mirror is seen in tbe telescope, tbe centre 
of tbe image coinciding with tbe centre of tbe cross wires, 
and the readings of tbe horizontal scale are then taken. 

Tbe graduated brass bar is then clamped in position (at 
right angles to tbe axis of tbe telescope) and tbe magnet 
used in tbe oscillation experiment is placed at a convenient 
distance on the carrier shown. The body of tbe instru- 
ment is then rotated until tbe image of the centre of tbe 
scale again appears on the cross wires and the readings of 
tbe horizontal scale are taken. Tbe magnet is reversed 
end for end, tbe scale centre again brought to tbe cross 
wires and tbe readings of the horizontal scale again taken. 
Finally, readings are taken with tbe magnet at tbe same 
distance on tbe other side. 

If P be tbe mean of the readings and a tbe reading 
before tbe deflecting magnet was placed in position, tbe 
deflection will be tbe difference between p and a. Another 
* distance for tbe deflecting magnet is then chosen and tbe 
experiment repeated. Tbe formula employed is of course 
tbe sine formula (in which I is eliminated) given in Art. 44. 
Correction of magnetic moment for temperature must be 
made as in the vibration experiment, and a further correc- 
tion may be necessary for the effect of temperature on the 
bar which carries the deflecting magnet Theory also 
shows that errors are reduced if the two distances chosen 
for the deflecting magnet have the ratio 1*3 ; 1, and if tbe 
length of the deflected magnet be *467 of that of tbe 
deflecting magnet. 

It may be noted that special instruments are necessary 
for tbe measurement of tbe magnetic elements at sea, and 
in the magnetic polar regions. 

55. Miscellaneous Points, — If J and Jj, d and di be tbe total 
intmisities and the angles of dip at two places we have 
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where n and are the number of vibrations in equal times of an 
oscillating needle at the two places. Thus I and /j are compared. 
Similarly, 

V _ ff tan d _ ^ tan d 
Vi Hi tan Wi*-* tan dj’ 

Thus the veriicoU components ^ V and Fj, are compared. 

Example. A dipping needle of mass W gm. and magnetic 
moment M is pivoted not at its centre of gravity ^ but at a point nearer 
ike north end. If the coordinates of the point at which it is pivoted 
he X along the magnetic axis^ and y perpendicular thereto^ and if the 
total intensity be T and the observed dip 6^ find an expression for the 
true dip in terms of the given quantities. 

^ The conditions are shown in 

\ Fig. 128, where P is the pivot 

— y ^ and Q the centre of gravity. 

!\^ ; { '^Vi) The moment of the weight about 

! A 1 5 point P is 

op A^p \ WgxPO 

\\ = Wg (x oos 9 + y sin 0). 

' If D be the true dip the angle 
Fig. 128. Fig. 129. between the true line of dip and 

the magnetic axis of the needle is 
{D 6) ; hence the couple due to the earth’s total field T is (Fig. * 
129) ^ 

. MT Bin {D-e). 

Since these balance 

MT sin {D - 0) = JFg (x coa 0 + y sin 0). 

If (JD - 0) be small 

MT {D ~ 0) = Wg {x ooa 0 + y sin 0)^ 

D = (a^ oos 0 + y sin 0} + a. 

56. Magnetic Maps.-— To express the results of obser- 
vations of the magnetic elements at various places, it is 
usual to draw lines joining those points on a map where 
the values of the elements are equal ; thus we have the 
following; — 

(1) Isogonalsy i.e. lines joining points at which the de- 
clination is the same : the isogonals which pass through 
points having zero declination are termed agonic lines. 

(2) IsocZiwaZa, i.e. lines joining points at which the 
inclination or dip is the same; the line which passes 
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&roiigii points of zero dip is called the aclinic line or 
magnetic equator » 

(3) Isodynamic Lines joining points at which the hori- 
zontai force has the same value. Other lines joining 
points at which the vertical force has the same value are 
also employed, ' 

In addition to the above we also have : — 

(4) Isodynamic Lines of equal total force. 

(5) Duperrey^s Lines or Lines of Magnetic Longitude^ i.e. 
lines which indicate the direction of the magnetic meridian. 

The lines are drawn as smooth curves, but in reality 
they are very irregular, due to local circumstances; the 
general “ run ” of the smooth curves is, however, that of 
the actual irregular lines. 

The north magnetic pole of the earth (discovered by Sir 
James Ross in 1831) is situated in the vicinity of Boothia 
Felix, in the far north of America, lat. 70° 6' N., long. 
96° 4d W. The “ Southern Cross expedition of 1898-1900 
placed the south magnetic pole at lat. 72° 40' S., long. 
152° 30' E., the “Discovery” expedition of 1902-1904 
placed it at lat. 72° 51' S. long. 156° 25' E., and Sir E. 
Shackelton’s expedition of 1908-1909 placed it at lat. 
72° 25' S. long. 155° 16' E. The magnetic poles are, of 
course, those regions where the dip is 90°, but they are 
not j^ajed points (Art, 58). 

Fig. 130 is a map showing the isogonals and the agonic 
lines, the thick lines denoting the agonic lines, the con- 
tinuous lines the isogonals on wliich the declination is 
west (t.e. north pole of compass points west of true north), 
and the dotted lines those on which the declination is 
east. Starting from the north magnetic pole and selecting 
an isogonal above, about 19° W. or 7° E., we are brought 
back to the north geographical pole. Starting from the 
same pole and selecting one below these values we travel 
from the north magnetic to the south geographical pole. 
A careful examination of the map will, in fact, show that 
% the isogonals converge towards four points, viz. the two geo- 
graphical poles and the two magnetic poles of the earth. 

The agonic lines are, however, of more special interest. 
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and of these there are three, viz. the American agonic linej 
the European agonic line, and the Siberian oval Starting 
at the north magnetic pole, the American agonic line 
passes across Canada, the eastern United States, Brazil, to 
the south geographical pole. A curve continues this from 
the south geographical to the south magnetic pole, at every 
point of which the compass needle also lies in the geo- 
graphical meridian, but its north pole points south instead 
of north, so that the curve is an isogonal of 180°. 

As a continuation of this the European agonic line 
leaves the south magnetic pole, passes through "West 
Australia, almost east to west across the Indian Ocean, 
through Persia, Eussia, to the north geographical pole. 
A curve continues this from the north geographical pole 
to the north magnetic pole, at every point of which the 
compass needle still lies in the geographical meridian, but 
with its north pole pointing south, so that the curve is an 
isogonal of 180°. . 

The third agonic line is an oval enclosing parts of 
China and Siberia. At places between the American and 
European agonic lines the declination is west, between the 
European agonic line and the Siberian oval it is east, in- 
side the oval it is west, and between the oval and the 
American agonic line it is 6as^. 

The reader must carefully distinguish between the iso- 
gonals and Duperrey’s lines ; the latter indicate the mag- 
netic meridians, are not nearly so irregular as the isogonals, 
and converge, not to four, but to two points only, viz. the 
magnetic poles. 

Eig. 130 is a map showing the isoclinals and the aclinic 
line or magnetic equator. The magnetic equator lies north 
of the geographical equator in Asia and Africa, and south 
of it in America ; it crosses the geographical equator at a 
point in the Atlantic and at another point in the Pacific 
Ocean. Starting at the magnetic equator, where the dip 
is zero, and travelling north along a meridian the dip 
increases, the north pole pointing downwards, and is 90° 
at the north magnetic pole ; similarly, travelling south - 
from the magnetic equator along a meridian the dip in- 
creases, the south pole pointing downwards, and is 90° at 
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tHe soiitli magnetic pole. The dip is less in Europe than 
in the same latitudes of America, and less in South 
America than in the same latitudes of Africa. It will he 
noticed that the magnetic poles are not exactly diametrh 
cally opposite, but we may approximately take the mag- 
netic axis of the earth as being inclined at about 17® to 
the geographical axis. 

Maps are also drawn showing the isodynamics for places 
having equal values of the horizontal force. The hori- 
zontal force is, of course, zero at the poles, and increases 
towards the magnetic equator; the maximum value is 
about *4 unit in an oval in the Sea of China. Maps 
giving the lines through all places having equal values of 
the vertical force are also drawn ; the maximum values 
of the vertical force occur in the regions of the magnetic 
poles, and the vertical force is, of course, zero at the 
magnetic equator. 

Maps showing tlie isodynamic lines joining places 
having equal values of the total force indicate that the 
latter reaches its minimum value in equatorial regions, and 
its maximum values in two regions in the northern hemi- 
sphere and in two regions in the southern hemisphere ; 
these latter four regions are called magnetic foci. One 
of these is in Canada (lat, 52® H., long. 90® W.), and 
another in the north-east of Siberia (lat. 7.0® N., long. 
115® E.), the former having the higher value of the total 
force; in a general way the isodynamic lines of the 
northern hemisphere are more or less two sets of closed 
ovals surrounding these foci. In the southern hemisphere 
the two foci are near together to the south of Australia, 
one being 65® S. 140® E., the other about 50® S. 130® E. ; 
these foci have higher values of the total force than those 
in the northern hemisphere. 

Sir Arthur Eucker and Professor Thorpe made in 
1891-2 a magnetic survey of the British Isles, and their 
results indicate great irregularities over this area, due to 
local disturbances. Masses of magnetic rock (basalt) 
occur in various places, notably in Skye, MuU, Arntrim, 
North Wales, and the Scottish coalfield, and these afiect 
the needle. 
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As an illustration, consider a mass of magnetic rock 
rising above tbe surface and, saj, tbe npper end is of 
south polarity ; this will attract the nortii pole of a 
needle, so that on the west side the declination will be 
less, and on the east side greater, than the normal value ; 
whilst south of it the horizontal force will be greater, and 
north of it less than the normal value. An example of 
this kind is the Malvern Hills ; at certain points on the 
■ west the declination is from 8' to 25' less than the normal, 
and at certain points on the east from 12' to 22' greater 
than the normal. 

In other cases the magnetic rocks are underground, Le, 
do not rise to the surface; examples of these are found 
near the Wash, and near Beading. Fig. 132 gives the 
isogonals and isoclinals (smoothed) for the British Isles. 

57. Magnetographs. — These are instruments for re- 
cording the variations in the elements, the three selected 
being the declination, the horizontal component, and the 
vertical component. A satisfactory instrument to register 
directly variations in dip has not yet been devised, but 
variations in dip and total intensity can be deduced from 
the variations in the elements named. In each case the 
moving system carries a mirror, from which a beam of 
light from a lamp is reflected on to sensitised paper, the 
latter being attached to a revolving drum ; thus any 
movement of the system is indicated by the trace on the 
sensitised paper. 

(1) -The magnetograph consists of a mag- 

net suspended by a long fibre, and carrying a mirror 
(usually concave). Just below this mirror is a second one 
fixed to the base of the instrument. Light from a lamp 
passes through a slit, falls upon these two mirrors, and is 
reflected therefrom through a piano cylindrical lens to the 
sensitised paper on the revolving drum. The spot of light 
produced by reflection from the fixed mirror traces a 
straight line on the paper, which serves as a zero or base 
line. The spot of light produced by reflection from the ' 
magnet mirror traces a line, the distance of which from 
the base line will vary with any variation in the position 
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of equilibrium of tbe magnet, ie, with any Yariation in tbe 
declination. In another form, the magnetic system con- 
sists of nine small magnets attached to alnminiiam, and 
the suspension is a phosphor bronze strip, the latter 
resulting in the system being almost free from tempera- 
ture errors. The magnetic system is surrounded by a 
ring of copper to damp the vibrations. Frequently ar- 
rangements are such that a millimetre on the record repre- 
sents one minute of arc. 

(2) Horizontal Gom;ponent . — One form of magnetograph 
consists of a magnet with a bifilar suspension, and ar- 
ranged so that the magnet is at right angles to the 
meridian. In this case (see Art. 20) the couple due to 
the earth is MH, and this is balanced hy the couple due 
to the bifilar suspension; hence any change in H vdll 
result in a slight rotation of the magnet. To correct for 
any temperature error a system of bars is attached to the 
upper end of the bifilar, so that when the temperature 
rises the fibres are brought nearer together. The move- 
ments of the magnet are recorded on sensitised paper, as 
indicated in the case of declination above. The scale of 
the record may be calibrated by causing a deflection with a 
small magnet of knovra moment at a known distance 
(worked example, p. 158). Frequently arrangements are 
such that 1 mm. on the record represents a variation in H 
of *00005 unit. 

(3) Vertical Gomponent‘--bi Watson^s apparatus (Fig. 
133) the magnets 

are arranged to move about a 
horizontal axis, and in the 
meridian. Q is a plate of 
fused quartz, the projecting 
arms of which carry the mag- 

nets, and the upper surface of S* 

which acts as a mirror. The 
fibres qq are of quarfz, one Fig. 133 . 

being attached to the spring iSf, 

and the other to the torsion head T. The counterpoise & 
is adjusted until the ends 8 S' are brought below the 
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Horizontal, and T is then tnrned until tHe magnets are 
broiigHt into tHe Horizontal. THe totally reflecting prism 
P enables ligHt in a Horizontal direction to be utilised. It 
is clear tHat any variation in V will result in a movement 
of tHe system, wHicH is recorded pHotograpMcally as be- 
fore. THe construction of Watson’s eliminates temperature 
errors, THe scale of tHe record can be calibrated as in (2). 

AltHougH in all cases tHe variations in tHe elements are 
recorded pHotograpHically, tHe following matHemati cal in- 
vestigations are instructive : — 

Examples. (1) By meam of a hijllar suspension a magnet hangs 
in the earth*8 field at right angles to the meridian^ the angle between 
the top of the suspension and the axis of the magnet being 0. A slight 
increase h in the earth^s horizontal field H 
m(H+h) causes the magnet to move through a small 
A A ^ angle a. Estimate h in terms of the given 
• 8 M quantities. 

By Art. 23 the equation of equilibrium is 
MW = IMM «in H. 


f • i.«. MH = K sin 0, 

Fig. 134. Pq second case the restoring couple 

due to the earth is (Fig. 134) M [H + h) sin 5 
and the deflecting couple due to the suspension is K sin + a) j 
hence 

M {H H- sin 5 = A sin -j- a), 
ue. if (P" + ^) cos a = K sin {0 + a). 

TtriTT I ■L\ rr siu ^ COS a + COS ^ sin Cl 7^, . ^ ^ 

M{H -^h)^ K = K (sin 0 + cos 0 tan a). 


».e. h = 

tan 0 

(2) A small magnet placed end on at a metre from a declination 
magnetometer deflects it through 1®30' {tan PSO' = '02Q2)^ and when 
placed end on at 2 metres from a hifilar magnetometer deflects it 
through fi divisions of its scale. Calcxdate the percentage of change in 
the horizontal component of the earth’s magnetic intensity that is re- 
presented by each division of the scale cf the bifiiar, assuming the average 
value to be H = *1811, {R So. V 
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In Case 1 we have ~ = — ! L- approx. 

M 2 

M = = 2372*41. 


In Case 2 the change in the field in the position occupied by the 
bifilar suspension is when the magnet is placed as indicated; ie. 


di 

Change of Field = 


2 X 2372-41 4744-82 


2003 


8000000 


units. 


This change produces a deflection of 7 divisions, Le. one division 

4744 *32 

deflection corresponds to a change in the field of units. 

Expressing this as a percentage of the earth’s field *1811, we have 
Percentage change in earth’s field H \ ^ 4744*82 x 100 

to produce one division deflection ) ~ 8000000 X 7 x *1811 

= - 0468 , 


(3) A magnet capable of moving about a horizontal axis which is at 
right angles to its length is so weighted that it lies horizontally. The 
centre of gravity is nearer the south pole than the axis of rotation by a 
distance a?, and it is also a distance y below that axis. The mass is 
W and the magnetic moment M. A slight increase v in the eartKs 
vertical field V causes the magnet to tilt through a small angle a. 
Estimate v in terms of the given quantities. 

In Case 1 (Fig. 135) the moment of the weight about the axis of 
rotation is Wg a?, and the opposing moment due to the earth’s ver- 
tical field is MV, 

:,Wgx^MV. 

Wgl imV 

Fig. 135. Fig. 136, 

In Case 2 (Fig. 136) the centre of gravity moves through a hori- 
zontal distance ya and the above moments become ya)and 

Af ( F -f Gos a. 

Wg (a; 4- ya) = if (F + w) cos a = if ( F -f t?), as a is very small. 

But Wgx = Ml\ 



r\ 
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" S 8 . Magnetic ' Variations. — ^Tlie ■ magnetic' elements 
vary from place to place on tlie earth’s surface, as indi- 
cated by the magnetic maps of Art. 56, and they also 
vary from time to time at the same place. The follow- 
ing are the chief facts in connection with the latter 

(1) Secutar Changes. — ^The elements are found to be 
undergoing gradual changes extending over a very long 
period of time, and these are referred to as the secular 
changes. 

Table 1. gives the declination at London 
^ for the years stated. From it we see that 

/-'r' 1 the declination was 11° 15' E. in 1580, 
\ i.e. the north pole of the compass pointed 

\ east of the true north. Year by year the 

\ declination became less, and in 1657 the 

A compass pointed geographically north. 

W The declination then became west, reached 

^ its westerly limit in 1818, and is now 

M decreasing at the rate of about 6 ' per 

M year, and somewhere about the year 2130 

\ LONDON , 5 ^ again be zero. The magnetic sys- 

Fig. 137, tern is, in fact, slowly rotating as shown 
in Fig. 137,. the time of a complete re- 
volution being about 950 years. 

Table II. illustrates the secular variations in dip, and 
Table III. the secular variations in the horizontal force at 
London. The former is decreasing at the rate of about 
1 * 1 ' per year, and the latter increasing at the rate of about 
*00002 unit per year. (For Tables see opposite page.) 

(2) Daily Ghmges, — Periodic daily variations in the 
elements are also observed. In England the north pole of 
the compass starting from its mean position moves to the 
west from about 10 a,m. to 1 p.m., at which time the de- 
clination has increased about 5'. The north pole then 
moves to the east, crosses its mean position about 7 p.m., 
moves still to the east (but very slowly) until the early 
hours of the morning, then moves rapidly to the east until 
between 7 a.m. and 8 a.m., at which time the declination 
has decreased about 4'. The north pole then moves to the 
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TABLE I. — Declination at Dondoa, 


Date. 

Declination. 

Date. 

Declination. 

Date. 

Decimation. 

1580 

O / 

11 15 E. 

1787 

O t 

23 19 W. 

1865 

20 58*7 W. 

1622 

6 0 

1795 

23 57 

1870 

20 18*3 

1634 „ 

4 6 

1802 

24 6 

1873 

19 35*6 

1657 

0 0 

1805 

24 8 

1880 

18 52*1 

. 1665 

i22W. 

1817 

24 36 

1885 

IS 19*2 

1672 

2 30 

1818 

24 38 

1890 

17 50 *6 

1692 

6 0 

1819 

24 36 

1895 

17 16*8 

1723 

14 17 

1820 

24 34 

1905 

16 32*9 

1748 

17 40 

1860 

21 38-9 

1909 

16 10*8 

1773 

21 9 






TABLE II. —Inclination (nortlierly) at London. 


Date. 

Inclination. 

Date. 

Inclination. 

Date. 

Inclination. 

1576 

® f 

71 50 

1821 

0 t 

70 3*4 

1870 ■ 

o t 

67 58*6 

1600 

72 0 

1830 

69 38 

1874 

67 50 

1676 

73 30 

•1838 

69 17*3 

1891 

67 33*2 

1723 

74 42 

1854 i 

68 31*1 

1895 

67 25*4 

1773 

72 19 

1857 

68 24*9 

1900 

67 11*8 

1786 

72 9 

1860 

69 19*8 

1905 

67 3*8 

1801 

70 36 

1865 ; 

88 8*7 

1909 

66 59*7 


TABLE III.— Horisontal Intensity at London, 


Date. 

H. 

Date. 

H. 

1857 

■17474 

1891 

•18193 

1860 

•17550 

1895 

•18278 

1865 

*17662 

1900 

■18428 

1870 i 

•17791 

1905 

'18510 

1874 

•17903 

1910 

■18526 


The above data, from 1857, apply to Ke.w : the Greenwich figures 
for 1914 are : — Declination = 15° 6*3', Dip = 66® 5T, B = *18534. 
A change in the magnitude of the secular variations seems to have 
taken place in more recent years. During 1908 H diminished in 
Europe, except in the extreme west. 
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west, reaching tlie mean position about 10 a. m. This is 
shown by the curve D in Pig. 138. On the same figure 
the curve I gives the daily changes in dip ; these are ranch 
smaller than the changes in declination, and the maximum 

reached between 






A 


0002 


■0002 


IS 

10 A.M. and 11 A.M. 
and the minimum 
between 7 p.m. and 
8 P.M. The curve S 
gives the changes 
in the horizontal 
force ; the maxi- 
mum is between 7 
P.M. and 8 p.m. and 
the minimum be- 
tween 10 A.M. and 

11 A.M. The changes 


Pig. 138. 

are less in winter than in summer. 

(3) Annucd Changes.— Penodio annual variations also 
take place ; thus the declination has its greatest (westerly) 
value in February and its least (westerly) value in August. 
There is a small periodic monthly variation in the elements 
also. 

(4) Pulsations . — By using very small magnets with 

small moments of inertia it is readily seen that the curves 
such as are shown in Fig. 138 are really composed of very 
small unduktions due to the magnetic system being con- 
stantly subject to vibrations of very STna.ll amplitude- 
these are spoken of as pulsations. . ’ 

(5) Irregular (JAawjes.— Sometimes the recordino- in- 
struments indicate sudden, irregular and often laro-e 
disturbances in the elements, such disturbances occurring 
more or less siniultaneously all over the world ; these are 
referred to as magnetic storms, and frequently accom- 
pany volcanic eruptions, earthquakes, earth currents and 
abnormal displays of the aurora. Magnetic storms often 
accompany the appearance of unusually large sun spots 
and the “ sun spot eleven year period ” seems toagree^th 
a period of change in the extent of the daily variations 
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59« Causes of tlie Eartii's Magnetic rieH.— 
G-ilbert’s book, De Magnate,’’ in 1600 first stated tliat 
the earth is a great magnet,” and bj assuming only the 
solid portions as being magnetic he gave some explanation 
of the variations of the compass. In 1676 Bond put for- 
ward the suggestion that the earth was surrounded by a 
magnetic sphere whose axis was inclined at about 8® 30' to 
the axis of the earth, and that this sphere revolved at a 
slightly different rate from that of the earth. 

In 1692 Halley conceived the earth as consisting of two 
magnetic shells, the variations being due to their different 
rates of revolution ; he also pictured the earth as having 
four poles, two in each shell. In 1819 Hansteen pro- 
pounded the theory that by the infiuence of the sun or that 
of its satellites a planet may have one more magnetic axis 
developed in it than it has moons ; thus the earth would 
have two magnetic axes and four poles. 

Gauss, in 1839, in describing the magnetisation of the 
earth indicated a general method of determining the dis- 
tribution of magnetism to which its magnetic field is due. 
Whatever this distribution may be, equipotential surfaces 
may be imagined as drawn in the field resulting from it. 
These surfaces would cut the earth’s surface in lines which 
would at eveiy point be at right angles to the magnetic 
meridian for the point. The lines, which Gauss called 
magnetic parallels ^ would therefore be equipotential lines 
for the horizontal component of the earth’s field, and their 
distance apart would therefore vary at any point inversely 
as the intensity of the horizontal component at that point. 
At any point or points at which the equipotential surfaces 
touch but do not cut the earth’s surface the direction 
of the force, being at these points normal to both surfaces, 
is vertical, and the points correspond to the magnetic 
poles of the simpler symmetrical distribution considered 
above. 

From a magnetic survey of the earth’s surface it is pos- 
sible to fix the position of Gauss’ magnetic parallels and to 
determine, with a degree of approximation depending upon 
the number and accuracy of observation data and the mag- 
nitude of local disturbances, the nature of the magnetic 
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distribution to wMch t^ earth’s field is due. (3-auss came 
to the conclusion that the magnetic system ‘is probably 
altogether within the surface of the globe, that the earth 
in fact is composed of internal magnetic masses to which 
the magnetic field is due. 

In 1849 Grover contended that the earth’s magnetism 
was due to the influence of electric currents circulating in 
and around it, these being primarily due to the action of 
the sun and modified by the earth’s movements ; the warm 
air ascending in equatorial regions, and thence passing 
northwards and southwards in upper regions, is electrified, 
and will have an effect on the earth similar to that of a 
current on a magnetisable body round which it circulates. 

Atmospheric currents of electricity may be explained on 
the assumption that the sun is emitting a radiation some- 
what similar to kathode rays (Chapter XXIII.), which rays 
render the atmosphere a conductor of electricity, so that 
atmospheric currents flow under certain conditions; modern 
work certainly seems to indicate that the “variations ” at 
least are due to some such cause. 

We have seen that Gauss’ observations led him to believe 
that the earth’s field is mostly due to internal magnetism, 
but an extension of Gauss’ method, carried out by Schuster 
in 1870, led to the conclusion that at least the diurnal 
variations in the elements are undoubtedly due to some 
source of magnetisation external to the earth, “ probably 
to electric currents in our atmosphere.” 

The origin of the earth’s magnetism is therefore not a 
settled question at present ; probably several causes con- 
tribute, e.g, magnetic masses in the earth, electric currents 
in the earth, electric currents in upper regions of the 
atmosphere, radiation emitted from the sun, action of 
moon, etc. 

We have seen that the magnetic field at the surface of 
the earth is, in general detail and neglecting local irregu- 
larities, similar to that due to a very small magnet with its 
mid point at the centre of the earth, its north pole pointing 
to the earth’s south pole, and its axis making ah angle of 
about 17° with the earth’s axis. From the theory of a 
small magnet it is possible on this supposition to give a 
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general expression for the magnetic force at anj point on 
the surface of the earth taken as a sphere of radius r. 

For anj point, P, on the earth’s surface let k denote the 
latitude of the place from the magnetic equator and S the 
angle of Dip. Then (90 + X) and 
(90 -f S) correspond as indicated 
in Fig. 139 to a and of Art. 31, 
and we get / 

tan 3 = 2 tan X, / \ 

that is the tangent of the angle 't~ F 

of Dip is twice the tangent of \ -*7 ^ 

the magnetic latitude. \ / 

Also the magnetic force at a 
point on the magnetic equator is 
given by If/r® and, by Art. 31, 139 ^ 

the force at any point of latitude 

j|<f ' — - 

X from the magnetic equator is ^ ^'(l q- 3 sin'* X). 

That is, if P, is the total intensity at the equator, then T, 
the intensity at any other point, is given by 

T = \/(l -basin'^ X). 

From the relation = i!f/r® we get M 
from which M can be calculated. 

If we pass from the supposition that Jf is the magnetic 
moment of a small imaginary magnet equivalent magneti- 
cally to the earth as a magnet, and consider if to be the 
moment of the earth as a uniformly magnetised sphere, we 

T r® 3 T 

get the intensity of magnetisation given by or 

From the known value of T this gives the intensity of 
magnetisation as roughly equal to ‘08 unit. 


T« r®, a result 


60. Magnetisation by tbe Xnduotive Action of the Earth's 
Magnetic Eield.— This has already been dealt with in Chapter I., 
Art. 3. Fig. 140 depicts a rod of iron held in the line of Dip, and 
therefore magnetised inductively by the total intensity of the earth’s 
field. The magnetisation is assisted by tapping the rod when in 
this position with a wooden mallet. The figure shows the polarity 
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(in the northern hemisphere) and the preference which the lines 
show for the iron. 

If placed horizontally in the meridian the bar would be magnetised 
in the direction of its length by the horizontal component of the 
earth’s field, the end pointing northwards being the norih pole. 
Similarly if placed vertically it would be magnetised in the direction 


Fig. 140. 


Fig. 141. 


of its length by the vertical component of the earth’s field, the lower 
end being the north pole. If placed with its length at right anghB 
to the direction of the lines of force the rod is woi magnetised in the 
direction of its length, so that the two ends are noi! north and south 
poles respectively as in the cases above ; Fig. 141 shows the result 
in this ease. 


^ 60a. Tlie SMp’s Compass. Compass Errors and Correc- 
tions. Ihe main features desirable in a ship’s compass are J— 
(a) Permanence and intensity of magnetisation in the magnetic 
system [h) Steadiness under shock and vibration, which necessitates 
a long, natural period of vibration when disturbed, (c) Coincidence 
of the magnetic axis of the suspended system and the line joining 
Wie iSr and S points of the card, (d) Quick damping of any vibration! 
The magnetic moment should be large, because the effective field on 
a warship, say, is a small fraction of the earth’s true horizontal field 
(sometimes^only about 0 2 of it), and the time of vibration should be 
large m order that it shall never synchronise with the rolling of the 
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»hiT) The magnets should be short, or they wiE mduoe m^etJsm 
in neighbouring oorreoting pieces of soft iron. Kelrin s Compass 

and the Liquid Compass most nearly satisfy these conditions. 

(11 Kelvin’s Oommss.— This consists of eight small paraEel 
needles, suspended by silk threads from an aluminium ring, which 
oaSes the ^rd, the weight being supported by a sapphire centre. 
The small needles have a greater magnetic moment for their weight 
than a single bar would have, and the moment of inertia of the 
;^ 2 m is ilade the same about all diameters. The period of vibra- 
tfon is something over haU a minute. This compass meets all the 
Auditions fairlf well, except that vibrations are not rapidly 
damped. 

( 2 ) Liauid Compass.— This is now the standard for many vessels. 
The oai-d, which is of mica, is immeraed m a vessel oontoining a 
mixture of water and alcohol, expansion being provided for by an 
S«aHo dianhravm. This compass has good directive power an(i 
grea\ damping, liut there is sometimes trouble with the quadrantal 
correctors (see below). 

It may be noted in passing that the problem of getting a compass 
to ooint to the true north has been solved by the introduction of 
tL Xro ^ an application of the well-known gyroscope. 
The axis of a gyroscope set working with 

two nlanes gradually takes up a direction paraUel to the axis of the 
TOmpSriaTd attached to it, and it is driven by a motor at a speed 

nf A hniit 20 000 revolutions per minute. , , . v • t 

Ull^rnh-Oshome Omupass the bowl 

ATifl contains liquid to buoy up the card, take part of the weight, 
and ^mn the^ibrations. The card has several magnets and is 
fitted wTth a vertical mica ring on which the oompass points are 

marked in luminous paint. 

Shin Compass errors are due to the inductive effect of the earth’s 
maimetic field. Magnetisation by the inductwe action 
magnetic has been dealt with m Chapter I. and m 

Art.Vo.“Xto studenLhould again note these facta before pro- 

“®«‘^m^„!?‘Iffeots annlv to the case of an iron or steel ship, so that 
Similar effects pp y 0^^^ is more or less a permanent magriet 
such a ship position Lring construction, whilst subsequently 

depending on ,, , constantly subject to the earth’s inductive 

“".“LSSiw •>-» « 

■ X’v? The iron or mild steel constituents of a sbip oon- 

riat“ara^ruH classes of magnetic material, vm. hard iron. 
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soft iron, and iron neither hard nor soft (intermediate iron), any 
one bar of iron or mild steel possessing, usually, all three pro- 
perties. The hard iron retains permanent magnetism. The s<^ 
iron is magnetised by the earth’s field according to the position of 
the ship at any instant, and such magnetism is determined solely 
by the ship’s direction and position on the globe ; this is termed 
temporary magnetism. The intermediate iron retains some of its 
magnetism for a time, and thus the amount in it at any given 
instant depends not only on the position of the ship at the time, 
but partly on the history of the ship’s movements ; this is termed 
suh -permanent magnetism. 

Practically, then, the following situation arises : — The ship is a 
weak permanent magnet due to the hard iron present, and the 
strength depends upon the direction in which she was built and 
upon her subsequent experiences. There is, in addition, a mag- 
netic effect which gradually changes with time and vibration, 
heavy seas and the like, and which is due to the intermediate iron 
present. Finally, there is an instantaneous effect depending upon 
the position of the ship at any instant, and due to soft iron 
present. 

Let then, such a ship be turned through 360“ (“swinging the 
ship”), starting with the bow pointing magnetic north, and 
remaining on an even keel all the time. The compass deviations 
due to the above effects may be briefly classified in an elementary 
manner as follows : — 

(1) Semicircular Brror.— Consider a vertical mass of soft 
iron situated as in Fig. 141a, and magnetised by the earth so that 


the upper end (supposed on a level with the compass) is a south 

nil&t 
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0, a maximum at D, and again nil &t A i hence this is referred to 
as semicirctdar variation^ and the error could, in this case, evidently 
be corrected by suitably placing a vertical bar of soft iron on the 
opposite side of the compass (“ Flinders’ bar ”). 

A little consideration will convince the student that semicircular 
variation may also be caused by longitudmai and transverse 
masses of hard iron, due to permanent and subpermanent mag- 
netism. Thus in Fig. i41c, if MS be the permanent magnetic axis 
of the ship, say (due to its position during construction), then, 
whenever the ship is in such a position that this line lies in the 
magnetic meridian the deviation effect on the compass is nil^ but in 
all other positions of the ship a deviation is produced ; hence the 
error is semicircular, A diagram will readily indicate that the 
error due to transverse hard iron is also semicircular, vanishing 
when the ship’s head is east and west (Fig. 141d). Semicircular 


Fig. 141<J. 


Fig. 141d 


errors due to hard iron are corrected by placing magnets fore and 

aft in the binnacle and by others athwartships. 

(2) CXuadrantal Error.— Consider a hiorissoiitAl mass of soft 
iron, mtuated as in Fig. 14le and magnetised by the earth as 
shown. As the ship swings the effect on the compass is evidently 
nil in the positions A, O. B, <?, and & maximum in the positions 
E D F H; hence this is referred to as quadrantal variation. 
Clearly the effect of D (Fig. 141e) is opposite to that of B, so that 
if B be the disturbing mass the error could evidently be eliminated 
by suitably placing a soft iron mass D in the adjacent quadrant 
ile. so that 0 = 90°). In practice, however, the correction is made 
by means of two soft iron spheres, one on each side of the compass. 
The variation due to these is evidently quadrantal, and it may, 

therefore, be marie to cancel the other. 

(3) Heeliuff Error.—* In addition to the above, which are found 
when the ship is on an even keel, there is an important error due 
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to heeling j this is due mainly to vertical hard iron or intermediate 
iron, to vertical soft iron beneath the compass, and to horizontal 
soft iron. The error is mainly corrected by adjustable vertical 
magnets under the compass card. That part of the heeling error 
due to horizontal soft iron is corrected by the quadrantai spheres. 


(4) "Va/nous.—— In addition to the above there are ** cargo errors ** 
speciaUv noticeable in Telegraph steamers, in which are tanks of 
metallic sheathed cable constantly varying in position and quantity 
The lighting of ships by electricity also necessitates careful arrange! 
menta to avoid compass errors. Errors may also be due to faulty 
faxing of the magnets of the compass with respect to the card For 
further information the student should consult the Admiralty 
Manual JOT the Deviation of the Compass, ^ 


Exercises IV. 

Section A. 

(1) In connection with the magnetism of the earth, define ; De- 

olinatiOT, Dip, Mawetio Meridian, Geographical Meridian, Hori- 
zontal Component, Vertical Component, Total Intensity, Isogonals, 

Isomagnetios, Agonic Lines, Aolinio Line, Dnperrey’s 

(2) Describe the Dip Circle and explain how you would deter- 
mine by means of it (a) the Magnetic Meridian, (6) the Dip. 

“ay arise in the deter- 
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Seciiou C. 

(1) Define the Horizontal Intensity, Tertical Intensity, and 

Dip, as applied to terrestrial magnetism, and state the relations 
between them. (Inter, B. So.) 

(2) Define the Moment and Intensity of Magnetisation of a 
magnet. Explain the difference in behaviour of soft iron and steel 
in respect to magnetisation. What happens to a bar of soft iron if 
held in %.^vertioai position in the latitude of London. (Inter. B.Sc. } 

rtlescribe some method of comparing H and V, the horizontal 

field. 


(4) Describe the Kew Magnetometers, and the method of using 
them for the determination of Declination and Horizontal Intensity, 

(5) Write an essay on The Variations in the Magnetic Ele> 
raents.” 


Sdctiou B. 

) If the magnetism of the earth be represented by a magnet at 
its centre, show that the tangent of the dip is twice the tangent of 
the magnetic latitude. (B.E.) 

If Di and Dg be the angles of dip observed in two vertical 
^ :anes at right angles to each other and D be the true angle of dip, 
show that 

(B.E.) 


tan® D tan® Dj tan® 

(3) What is meant by (1) declination, (2) agonic lines, (3) mag- 
netic equator. Draw a map showing the general position of the 
agonic lines, and indicate the direction of the declination in the 
regions into which these lines divide the earth’s surface. (B.E.) 

(4) Describe what observations are necessary for the determina- 

tion of the total intensity of the earth’s magnetic field at any given 
place. (B.E.) 

The vertical components of the earth’s magnetic force at two 
places are to be compared. How would you do it ? (B.E.) 

(5) Write an essay on terrestrial magnetism, keeping in view 

more especially its probable causes. (B.E.) 

(6) Describe in detail the method of determining the magnetic 

dip at any point, explaining the reasons for each operation you 
describe. (B.E.) 
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. Show that the ratio H V would be equal to where $ is the 

latitude if the magnetic field were due to a magnet at the centre of 
the earth with its axis pointing north and south. (B.Sc.) 

(4) Describe the method adopted to determine the variatiorwof. 
the horizontal component of the earth’s magnetic field, and find an 
expression for the defiection produced in terms of the variation of 
the component. (B.So.) 

(6) A magnet weighing 15 grammes has a small straight stem 
{length = 4 mm.) fixed centrally at right angles to the magnetic 
axis. The whole is suspended by a silk fibre attached to the upper 
end of the stem at a place where the dip is 60"*. Calculate the 
angle which the magnet makes with the horizontal, its magnetic 
moment being 100 units. (B.So.) 

(6) Describe the construction of a dip circle. Show how, by 
loading a dip needle with known weights, comparative measures may 
be obtained of the earth’s magnetic force at different places. (B.Sc.) 

(7) Describe the principal features of the Kew dip circle. 

To eliminate the error in the determination of the dip, due to 
the unsymmetrical position of the centre of gravity of the needle, the 
polarity of the needle is reversed. Under what conditions may the 
mean of the readings, before and after reversal, be taken as the 
correct value of the dip ? 

Explain how the Kew dip circle is used for measuring variations' 
of the total force of the earth’s magnetism, (B. Sc. Hons. ) 



CHAPTER V. 


ELECTEOSTATICS.—FimBAMEE-TAL 

PHENOMEITA, 


61. Introduction. Simple Experiments, — It is known 
from the writings of Thales of Miletus that as far back as 
600 B.c. the fact was recognised that pieces of amber and 
jet possessed, when rubbed, the property of attracting 
light bodies, and it is from the G-reek name elehtron (amber) 
that our word “ electricity ” is derived. In 1600 a.©. Br. 
Gilbert, physician to Queen Elizabeth, showed that many 
other substances are similarly affected by friction, and it 
is now known that, with proper precautions, all substances, 
suitably rubbed, will attract to some extent such light 
articles as pieces of paper, bran, cork, pith, etc. ; glass 
rubbed with silk, sealing-wax with flannel, and vulcanite 
with fur do so in a marked degree, and particularly the 
last named. 

A substance endowed with this property is said to he 
electrified, to he excited, to he charg^, to possess a charge, 
or to he in a state of electrification, and the unknown 
mysterious agent which is the cause of this state is named 
“ electricity'^ Bodies which are in their normal condition 
and do not exhibit the property are said to be neutral. 

The question as to the real nature of this agent elec- 
tricity need not be discussed at this stage, for we shall be 
chiefly concerned with simple experimental facts ; but the 
student cannot too soon learn that, unlike heat, light, and 
sound, electricity is not in itself a form of energy ; reasons 
for this statement will appear later. 
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Fig. 142. 


Exps. (1) Electrify a vulcanite rod by rubbing it with fur, and 
bring it near some small pieces of cork lying on the table. The 
pieces of cork will jump up to the rod, remain in 
contact for a moment, fall to the table again, jump 
up to the rod again, and so on. Other light bodies 
will behave similarly. Again, bring the electrified 
rod near a ball of elder pith suspended by a dry 
silk thread from a suitable stand (Pig. 142) ; the 
pith ball will be attracted by the rod, and after 
being in contact for a moment will be strongly 
repelled. Repeat the experiments, using a glass 
rod rubbed with silk, a rod of sealing-wax rubbed 
with flannel, and a sheet of warm, dry brown paper 
rubbed with a clothes brush. 

These experiments indicate that electrified bodies 
attract neviral bodies, and, further, since the cork 
and the pith ball, after momentary contact with 
the rod, are repelled, we may surmise that they 
become charged on touching the rod, and that 
when a neutral body takes a portion of the charge 
from an electrified one, the two no longer 
attract but repel. 

(2) Bring an electrified rod near a 
wooden bar lying on the table ; the bar 
will not be lifted up to the electrified rod. 

Balance the bar on a pivot (Pig. 143), or 
on the bottom of a small Florence flask, 
and bring the 
electrified rod 
near one end of 
it ; it will be at- 
tracted, and will rotate so as to approach 
the electrified rod. The reason the 
wooden bar does not move towards the 
rod in the first case is simply that the 
force of attraction is not sufficiently strong 
to overcome the weight of the bar, 

(3) Suspend the electrified rod in a wire 
stirrup hung by a dry silk thread (Pig. 
144), and^ bring a wooden bar or a metal 
bar near it ; the electrified rod will rotate 
so as to approach the bar. Prom this we 
infer that the forces are m/idual, ie. the 
electrified rod attracts the bar, and the 
bar also attracts the electrified rod, 

(4) Using a fairly long rod of vulcanite, 
hold one end of it in the hand, rub a length of two or three inches 
of the other end with fur, and gradually bring various parts of the 


Fig. 143. 



The above experiments illustrate important tacts, wtucJi 
will be explained in subsequent sections. 

The branch of the subject which treats of electricity at 
rest on bodies, and of phenomena connected with electric 
charges, is called electrostatics. The connection between 
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rod, in succession, near a suspended neutral pith ball. Only that 
part of the rod which has been rubbed with the fur will attract 
the neutral pith ball, and the same will be observed if a glass rod 
rubbed with silk, or a rod of sealing-wax rubbed with flannel, be 
employed. We conclude, therefore, that with these stihstances the 
eUctrification produced on one portion of the surface does not spread 
over the whole surface, but appears to he confined to the area on which 
it is produced. 

(5) Holding a brass rod in the hand, rub it with warm silk and 
then bring it near the suspended pith ball ; the latter will not be 
attracted, and the brass rod will show no signs of electri- 
fication. Repeat with various rubbers, also with rods 
of copper, iron, and other metals, and the- same result 
will be obtained. 

(6) Fix the brass rod 0 (Fig. 145) into a handle A of 
vulcanite or sealing-wax or glass, How hold A in the 
hand and rub G with warm silk. On bringing the rod 
near the pith ball the latter will be attracted, so that 
the brass rod is now evidently electrified. ^ Similar ex- 
periments with the other metal rods will give the same 
result, and the general conclusion so far is, that in 
order to electrify a metal rod it must not he held directly 
in the hand, hut by means of a handle made of one of 
the substances which can he electrified when held in the 
hand. 

Cl) Holding A in the hand, rub a length of two or 
three inches near the end of G with warm silk, and 
present various parts of G in turn to the suspended 
pith ball All parts of 0 will attract the pith ball, 
and the same result will be obtained with other metals. 

We conclude, therefor% that in the case of metal rods 
the electrification produced on one portion distributes 
itself over the entire surface, 

(8) Electrify the metal rod 0 as before. Touch it for 
a moment with the finger, or let it touch the floor or walls of the 
room for a moment. On bringing it near the suspended neutral 
pith ball there will be no attraction, showing that the rod has lost 
its electrification or, as we say, has become discharged. If the 
experiment be repeated with rods of glass or vulcanite, or wax, it 
will be found that they still remain electrified. 
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magnetum and electrostatics will not be apparent until cur- 
rent electricity is dealt with. 

, 62. . The Two States of Electrification. — We have 
seen that if a vulcanite rod which has been rubbed with 
fur be brought near a pith ball suspended by a dry silk 
thread, the pith ball is attracted by the rod, comes in con- 
tact for a moment, and is then strongly repelled ; we infer 
that the pith ball has taken a portion of the charge from 
the rod — has in fact become charged by contact — and that 
whenever this takes place the two no longer attract but 
repel. 

Exps. Let the pith ball be charged by contact with the electri- 
fied vulcanite rod as indicated above. Bring near the pith ball 
another vulcanite rod which has been rubbed with fur ; repulsion 
ensues. Bring near the pith ball a glass rod which has been rubbed 
with silk ; attraction ensues. 

Let a suspended pith ball be charged by contact with a glass rod 
which has been rubbed with silk. Bring near the pith ball another 
glass rod which has been rubbed with silk, and the result is repuU 
sion. Bring near the pith ball a vulcanite rod which has been rubbed 
with fur, and the result is attraction. 

Suspend a vulcanite rod which has been rubbed with fur (Mg. 
144). Bring near it a second vulcanite rod which has also been 
rubbed with fur ; repulsion ensues. Bring near it a glass rod rubbed 
with silk ; attraction ensues. Similarly, if the electrified glass be 
suspended a second glass rod rubbed with silk will repel it, but the 
vulcanite rubbed, with fur will produce attraction. 

Repeat the experiment with various electrified bodies. It will 
invariably be found that if A and B both attract or both re'pel O, 
then A and B will repel each other ; but if A attracts and B repels 
<7, or if A repels and B attracts G, then A and B will attract each 
other. 

Numerous experiments of tke type indicated above, with 
various substances and various rubbers, all lead to the same 
conclusions, viz. — 

(a) There are two states of electrification. 

(h) Bodies in similar states of electrification repel 

(o) Bodies in dissimilar states of electrification attract. 

It has been agreed to call the electrification exhibited bj 
glass rubbed with siTk positive, and to„say that the glass is 
positively charged ; it has also been agreed to call the electri- 


BLECTROSTATICS. — yUKDAMBHTAIi PHEKOMBKA, 173 

fication exliibited by Tiilcanite rubbed with fur negative, and 
fco say that tbe vulcanite is negatively charged. Hence— 
(a) Positively charged bodies repel each other, 

(h) Negatively charged bodies repel each other, 

(c) A positively charged body and a negatively charged 
one attract. 

Experiment shows that the Mnd of electrification deve- 
loped depends both on the rubber and on the body rubbed. 
G-lass rubbed with silk becomes positively electrified, but 
the same glass warmed and rubbed with fur becomes nega- 
tively electrified. Bough or ** ground'" glass rubbed with 
silk becomes negatively electrified. Yulcanite rubbed with 
fur becomes negatively electrified, but when excited by a 
piece of indiarubber tubing it becomes positively electri- 
fied. It is useful to remember that, in gerteral, common metals 
rubbed with fur become negaiively electrified, and when 
rubbed with indiarubber they become positively electrified. 
Experiment also shows that, in electrification by friction, 
if the substance rubbed be positively electrified the rubber 
will, to an equal extent, be negatively electrified and vice 
versa. Thus if a vulcanite rod be fitted with a fur cap to 
which is attached a dry silk thread and if on electrifying 
the rod the thread, and not the fur, be held in the hand, 
then on separating them the rod wiE be found to repel a 
negatively charged pith ball, and the fur vdll be found to 
repel a positively charged pith ball, so that the rod is 
negatively, and the fur positively, electrified. Further, if 
before removing the cap from the rod the two be brought 
together near a neutral pith bail the latte is not afected, 
so that the two opposite electrifications are equal and are 
exactly neutralising each other. 

Numerous experiments confirm the fact that stales 
of electrification are produced at the same time, and in equal 
amounts, the one on the rubber and the other on the body 
rubbed, (See page 207.) 

Later work will show that when any two dissimilar metals are 
suitably put in contact, then, without any friction taking place, 
both become electrified, but the electrification developed is very 
feeble. Hence we surmise that contact of dissimilar substances, and 
not friction, is probably the true cause of the electrification in the 
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experiments preyioMly considered. In the case, however, of class 
TOlcanite, ete., intimate contact at practically every point alone 
the surface is necessary since the substances do not allow electri? 
fioation to spread over them from one or two points of contact, and 

S of which is therefore 

to Obtain an extended contact. 

Thim the degree of electrification produced in any given case 

the mh “ friction, Lt rather on 

the nature of the substances and the conditions of contact. In fact 
the work done in friction is largely dissipated in heat-heatin^ the 
muscles of the arm, etc.-and the ener^ of the chLged surfaces 
has Its eqmvalent, nearly, in the work done in separating the 
charged surfaces against their mutual attraction. ^ 

63. Theories of Electrification. — Several theories 
nave been, developed to explain the phenomenon of electri- 
heation. These are merely briefly referred to here. Modem 
theory IS developed in later chapters,, but the explanation 
of electrical phenomena on strictly modem lines cannot be 
attempted at this stage of the reader’s progress. 

Symme/s peory.— Symmer advanced the two-Jluid theory which 
assumed that there were two kinds of materiaf but imponderaUe 
fluids corresponding to the two states of electrification B^h s 
theory the two fluids neutralised each other when combined in^eoual 

JfVanKm’s yAeora.— Franklin proposed the one-Jlmd theory as 
a simplification of Symmer’s theory. This theory suppoS^one 

In j lu distribution in all bodies 

and that the two states of electrification result when this normal 
distribution IS disturbed so as to produce excess or defect of thl 
normal amount in the body. A positively charged Sy °s one 
which contains an excess of the fluid, and a ^gativlly oS^bX ' 
IB one in which the fluid is deficient. The electrm * 

ordinary matter but repels electric fluid, so that a neSl bSvS’ 
one which contains just so much fluid that the attraction bXeen 
any external fluid and the matter is exactly balanced We S ' 

nZi^holy fed associaSd wft7thV 

names positive and negative should have been intercKed 
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theory may be well utilised by the beginner as explaining more 
simply than any other theory many of the fundamental principles 
in electrostatics. It may be conceived for example that the vulcanite 
rod and the fur of the preceding experiments when neutral are 
imbued with a definite amoxmt or stock of something which we call 
electricity. On rubbing the two together it may be further con- 
ceived that a certain amount passes from the rod to the rubber ; so 
that the rod will have a “deficit” and may be said to have a 
“ negative charge,” and the fur will have a “surplus” or a “ positive 
charge,” and since the surplus on the rubber has come from the rod, 
the deficit of one and the surplus of the other, i.e. the “ charges,” 
will be equal and capable of neutralising. A similar explanation 
applies to the other rods and rubbers. Of course, since the terms 
“positive ” and “ negative ” have been fixed arbitrarily, it is possible 
that what is called by consent positive may be the deficit and the 
other the surplus. 

It should also be noted that this theory emphasises the point that 
there are not two hinds of electricity hut two states of electrification^ 
i.e. two electrical conditions, one due to a surplus, the other due to 
a deficit of electricity. The reader will find that this theory, which 
says nothing about the nature of electricity itselt, will carry him 
over the initial ground, and he will have no difficulty in translating 
it into modern theory as his studies lead him into the higher parts 
of the subject. This simplified Franklin’s Theory wi»li be frequently 
used in the early chapters on Eleotrosljatics. 

J^'araday's hifiuence on Electrical Theory. fa views on 
the action of the medium in magnetic phenomena have already been 
referred to, and his views of electrostatic phenomena were similar. 
Instead of fixing our attention on the “charges” on the bodies, and 
discussing imponderable fluids, Faraday contended that we should 
practically ignore the charges and concentrate on the medium 
surrounding the charged bodies. Electrification, he argued, may 
be considered as a phenomenon of the medium surrounding tlie 
“charged” or “electrified” bodies. By this theory the medium 
is really the seat of the energy, the charge itself being a “ surface 
effect ” appearing at the surface of separation of the medium and 
the material of the bodies and is associated with a state of strain 
in the medium ; in other words the “ charges” on the bodies are 
merely the free ends of the strained medium. ■« . A u. ■ i 

This effect of the medium is of vital iraxiortance and is dealt with 
in subsequent pages, but it is nevertheless interesting to note that 
modern research m electrical theory, whilst still upholding the part 
nlaved by the medium as propounded by Faraday, have again com- 
pelled us to consider also the surface effects, ».e. the nature of the 
“ charges ” on the electrified bodies. 

The Lorentz Theory.— Thxa was really a modification of the two 
fiiiid theory. Lorentz imagined that the two electricities of opposite 
dgn were mused by a large number of discrete particles scattered 
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bhroTighout the material of the body. The charges on the particles 
were equal in magnitude, and as the particles could not be divided 
into smaller particles, the charge on a particle could not be divided, 
i,e. the charge on a particle represented the smallest possible charge, 
and might be referred to as an “ atom of electricity.” 

The name “ electron ” had been suggested by Johnstone Stoney 
for the atom of electricity, and the name was applied to the Lorentz 
particles carrying this charge. A neutral body, according to this 
theory, is one containing an equal number of positive and nega- 
tive charged particles or electrons, a positively charged body is one 
containing’a surplus of positive electrons, and a negatively charged 
body is one containing a surplus of negative electrons. 

The Modern Electron Them'y . — As has already been mentioned 
(Art. 8), the existence of particles more minute than any previously 
known in science has been definitely established, the mass of each 
being about of that of a hydrogen atom, and each being always 
associated with a definite negative charge— in fact, the mass is pro- 
bably entirely electrical, t.e. solely in virtue of the charge. The 
name electron is now restricted to these. From whatever source 
these electrons are obtained, the mass and charge are always the 
same : charges smaller than the electron cannot be obtained, so 
that this charge is a natural unit of eieotrioity. 

Now the modern theory of matter is-that an atom of any sub- 
stance is composed of a nucleus of positive electricity surrounded 
by (negative) electrons in motion, the total number of free units of 
positive electricity (called protons) in the nucleus being equal to 
the total number of negative electrons outside the nucleus when 
the atom is neutral. (The number of electrons in an atom really 
determines the properties of the substance — see Chaps. XXIV., 
XXV,} If one or more electrons become detached from an atom, the 
positive nucleus predominates and the atom is positively charged : 
if one or more electrons be added to an atom, the negative 
electrons predominate and the atom is negatively charged. When 
vulcanite is rubbed with fur some electrons are detached from the 
fur and transferred to the vulcanite : the vulcanite has a surplus of 
(negative) electrons, and is, therefore, negatively charged, whilst the 
fur has a deficit of (negative) electrons and is positively charged. 

64s, Conductors and Insulators. — It has been shown 
tliat, if bodies are held in the hand, some (e.y, glass, wax, 
vulcanite, etc.) can readily be electrified by friction, whilst 
others (e.ff. metals) give no signs of electrification. - The 
difference is due to the fact that the first are insulators, 
the' second conductors, jk conductor is a substance i 
wMch readily allows electricity to fiow along it;/ 
an insulator is a substance which does not allow- 
electricity to flow along it. 
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Consider, tlien, a glass rod held in tlae Hand and nibbed, 
with silk, Tlie part nibbed becomes positiyelj electrified 
and tbe “ surplus ” remains there, for the rod being an in- 
sulator does not allow tbe electricity to flow along it to tbe 
band, from wbicb it would readily pass to tbe eartb, since 
tbe human body is a good conductor, Similarij, the 
‘'deficit” on tbe vulcanite rod, after being rubbed with 
fur, cannot be “ made up” by a flow of electricity from 
the earth, through the body and hand of the experimenter, 
because vulcanite is an insulator. 

A brass rod, held in the hand and rubbed with ^ india- 
rubber, becomes positively electrified, but the electricity at 
once flows along it to the hand, and down the body to the 
earth; as has been indicated, by fitting the brass rod with 
an insulating handle of glass, wax, vulcanite, etc.,^ it can 
be electrified. Touching an electrified brass rod with the 
finger immediately discharges it, but touching an electrified 
glass rod only removes a portion of the charge from the 
part touched, so that the rod is still electrified. 

Similarly, if an insulated electrified conductor be placed 


a portion of its electrification to the latter ; if the charged 
conductor be positive, some of the “ surplus ” passes to the 
uncharged conductor, so that both are positively charged^; 
whilst if the charged conductor be negative, the “ deficit” 
is partly made up by a flow of electricity from the un- 
charged conductor, so that both exhibit a “ deficit,” t.e. both 
are negatively charged. It is customary to say, in the last 
case, that the charged conductor shares its “negative 
charge ” with the uncharged conductor. 

The conducting and insulating powers of most bodies 
are influenced by temperature. G-ood conductors become 
worse conductors, and insulators tend to become conductors 
when their temperatures are raised, t.c. conductors decrease 
in conducting power, and insulators decrease in insulating 
power, when heated. (See Art. 158.) Further, as will be 
seen later, “ eiecfricaT pressure ” is needed to transfer 
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the pressure is sufficiently higb.; thus air is an insulator, 
but the lightning flash will pass through miles of it. 

If the electron theory be used in the above explanations it will be 
necessary to say, in the case of the glass rod, which has a deficit of 
{negative) electrons, that electrons cannot get along it from the 
earth to make up the deficit, and in the case of the vulcanite, 
which has a surplus of electrons, that electrons cannot pass along it 
to earth to get rid of the surplus ; in the case of the brass, electrons 
can pass along It quite readily. 

In the following table the' substances are arranged in the 
order of their conducting powers, i.e. the best conductors 
come first, and the worst conductors or best insulatos last . 

Table of Conductor s and Insulators. 


Good Conductors. 
Bad Insulators. 


Partial Conductors. 
Partial Insulators. 


Bad Conductors. 
Good Insulators. 


1. Silver (annealed). 

2. Copper (annealed). 

3. Copper (hard 

drawn). 

4. Silver (hard 

drawn). 

5. Telegraphic silioi- 

um bronze. 

6. Gold. 

7. Aluminium. 

8. Zinc. 

9. Platinum. 

10 Iron. 

11, Nickel. 

2. Tin. * 

13. Lead. 

14. German silver. 

15. Platinum silver. 

16. Platinoid. 

17. Manganin. 

18. Mercury. 

19. Gas coke. 

20. Charcoal. 

21. Graphite. 

22. Acids. 

23. Metallic salts. 


26. Linen. 

27. Cotton. 

28. Wood. 

29. Stone. 

30. Marble. 

31. Paper. 

32. Ivory. 


33. Oils. 

34. Porcelain. 

35. Dry leather. 

36. Wool. 

37. Silk. 

38. Sealing-wax. 

39. Sulphur. 

40. Resin. 

41. Gutta percha. 

42. Indiarubber. 

43. Shellac. 

44. Vulcanite. 

45. Mica. 

46. Jet, 

47. Amber. 

48. Paraffin wax. 

49. Glass. 

50. Dry air. 


SLBCTEOSTATICS. — FUNBAMBlSrTAL PHEHOMENA. 179 


65, Tlie Gold-leaf Electroscope.— -In tlie esbilj study 
o£ the subject, this iustrumeut is used to detect tbe pre- 
sence of a charge, to determine the 
nature of a charge (i.e. whether posi- 
tive or negative), and to compare the 
amounts of two or more charges; 
strictly, however, as will be seen later, 
it really measures, and its action de- 
pends on, what is called electrical 
^'potential” (Art. 67). In recent 
years it has become an important in- 
strument for the measurement of the 
electrical conductivity of gases under 
the influence of radio-active sub- Fig. 146. 

stances, etc. 

A simple laboratory form is shown in Mg. 146. It con- 
sists of a tin box 0, of which 
two opposite sides are removed 
and replaced by sheets of glass. 

Into an opening in the top of 
the box is placed an indiarub- 
ber plug P, fitted with a central 
vulcanite rod. A vertical brass 
rod ah passes through a hole 
down the centre of the vulcanite 
and carries at its upper end a 
brass disc P, and at its lower 
end a horizontal brass piepe, to 
each side of which a gold-leaf 
g is attached ; in the normal 
position these two gold- leaves 
hang vertically side by side. I 

Binding screws t' and t are i; 

fitted to the “case” and to the if 

rod carrying the leaves. 

Another pattern, due to Prof. Jj 

Ayrton, is shown in Pig, 147. 

Fig. 147. is of glass and is 

covered with tinfoil, leaving a I 

few narrow gaps through which the leaves may be ob, ; 
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served. The strips of tinfoil are in contact with the 
brass ring round the bottom of the case, and the ring is 
fitted with a binding screw as seen in the figure. Special 
precautions are taken to ensure good insulation of the 
leaves. The interior is kept drj by means of calcium 
chloride or pumice stone soaked in sulphuric acid, contained 
in a small vessel placed inside the instrument. 

The modern electroscope of C. T. R. Wilson and its 
applications in modern work are described in Chapter 

xxni. 

The reader will learn later that the action of an electro- 
scope really depends on the difference between what is 
called the ‘‘ electrical potential ’V of the leaves and the 
“ electrical potential ” of the case, and that the case must 
be of conducting material (or coated with conducting 
material) if the instrument is to be efficient. The old 
practice of hanging two leaves in a glass bottle is worthless. 

Simple Experiments with the Electroscope.— (1) To charge 
the electroscope positively or negatively. Gently beat an insulated 
brass ball (Fig. 148) with indiarubber, and then bring the ball into 
contact with the cap of the electroscope. The ball shares its (posi- 
tive) charge with the cap, brass rod, and gold leaves, and the latter, 
being light, and both positively electrified, repel each other (Fig. 
146). On removing the ball the leaves remain diverging, and the 
electroscope is “ charged ” positively. To ** discharge ” the electro- 
scope touch the cap with the finger, when the electricity will im- 
mediately pass down the body to the earth, and the leaves will fall 
together. 

To charge the electroscope negatively repeat the experiment, 
using an insulated brass ball rubbed with fur. In this case we may 
either ^ay that the ball “ shares its negative charge ” with the leaves, 
rod, and cap, or that some of the electricity from the leaves, etc. 
passes to the ball, so that the former now has a “ deficit ” or is nega- 
tively charged. Similarly, if the cap be touched with the finger, the. 
electroscope becomes discharged and the leaves collapse ; in this case' 
we may either say that the “ negative charge has passed to earth,” 
or (better) that electricity has passed in from the earth and made up 
the deficit, . ^ 

(2) To determine whether a body is a conductor or an insidator. 
Charge an electroscope. Holding the body in the hand, touch with 
it the cap of the electroscope. ^ If the body is a good conductor the 
leaves will collapse at once, if a poor conductor they will slowly 
collapse, if an insulator they will remain diverging without any 
change. 
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(3) To test whether a body is dectrijied or not^ and if dednfied to 
determine the hiTid of electrijicaiim. Take three eleofcroseopes, on© 
positively charged^ on© negatively charged, the third neutraL Bring 
the body near the cap of the neutral electroscope ; if the leaves 
diverge the body is electrified, but if they do not it is not electrified. 

If the body is electrified, bring it near the positively charged electro- 
scope. If the leaves diverge more the body is positively charged, for 
it is evidently causing more positive to appear at the leaves ; if 
the leaves diverge less the body is negatively charged, but it is best 
to verify by bringing it near the negatively charged electroscope, 
in which ease the leaves will diverge more. A more scientific 
and accurate explanation of tMs experiment will be given 
later; whilst a greater divergence certainly means that the leaves 
and the approaching body are similarly electrified, the above ex- 
planation is provisional only. 

66. Inductive Displacement. 

Exps. Bring an insulated neutral conductor A B near an insulated 
positively charged conductor G (Fig. 148). Touch the end B with a I 

proof plane (which consists of a small, flat circular piece of brass 
mounted on an insulating handle), and then bring the proof plane 
near the cap of a positively charged electroscope. The leaves 
diverge more ; hence w© deduce that the proof plane and the end B 
of the conductor AB are positively charged. 



I • Discharge the proof plane. Touch the end A, and then bring the 

proof plane near the cap of a negatively charged electroscope. The 
leaves diverge morty and we deduce that the end A of the conductor 

is negatively charged. 

I' ' ' 

1 .. .. 
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Modify the experiment as shown in Fig. 149, where A and B are 
equal insulated metal spheres. Separate A and B, and then remove 
0. V erify that A is negatively charged and B is positively charged 
by bringing the latter near the cap of a positivelf charged electro 
scope, and the former near the cap of a 
A B negatively charged one ; in each case there 
f \ increased divergence, 

f+ij Replace the three spheres as in Fig. 149. 

With A and B still in contact, remove G to 
Fig. 149. distance and test A and B with a neutral 

electroscope. The latter is not affected, and 

^ and 5 being still 

Fig. 160 shows a fimther modification, M and 5 being joined by a 
fine wire, which can be removed by insulating tongs. “y a 


®. 



Fig. 160. 


Repeat the above experiments with the oonduotor 0 negatively 
charged. In this case it will be found that A is positively charged 
Sal before, the^wo chargerire 

It IS not essential that O be a oonduotor ; an electrified glass or 
vulcanite rod will answer the purpose. ® 

Anticipating the matter of the next section (Art 6 71 
wmaj give an explanation of the preceding as follows 
Let G be positively charged and isolated in the centre of 
the room. Now just as air exerts pressure, so we imagine 
electncity to exert an influence bearing a somewhat similar 
relation to It, and this influence (which tends to move 
electricity as air pressme tends to move air) is called 
jlectncal pressure.’® Taking the case in qu4tion, it is 
bebeved that the electncity on G gives rise to this elec- 
trical pressure,^ extending right throughout the insulatins 
medium (air), but diminishing at first fairlv rapidly and 
then more slowly as we recede from G to the earth-ioined 
bodies m the room. The result of thii is that the medium 
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Fig. 151. 


is .strained mitil it sets up an opposing infiiience, wMck 
exactly balances tbe pressure due to the charge on 0. 

Now consider two points A and B in the insulating 
medium (Fig. 151). The pressure at A is greater than the 
pressure at B. This difference in pressure tends to moY© 
electricity from A to- . 
wards B, but, as ■ ex- ' v 
plained, the medium f ^ I a 

■sets up an opposing I i I ^ ® * B 

influence, which bal- VTcLX 
ances the forward 
pressure, so that the 

insulating medium is C \ \ 

strained, but there is f ) ^ ( ^ 

no “flow” of electri- V -p y V, J 

city. 

Let the conductor f’ig- tot. 

be now placed in posi- 
tion (Fig. 151). The pressure difference between A and 
B tends to move electricity from A to i?, and the con- 
ductor, being unable to set up an opposing influence like 
an insulator, permits the Jiotv, so that electricity flows from 
v4 to B until uniform pressure exists over the whole con- 
ductor. The end A has therefore a “ deficit ” or a negative 
charge, and the end B a*' surplus ” or a positive charge, 
and since the surplus at B has come from A the two 
charges are equal, and will therefore neutralise when the 
influence of G is removed. 

If G be negatively charged, its pressure is below that of 
the earth, so that in the medium the pressure rises as we 
move away from 0, and is therefore greater at B than at 
A. When the conductor is placed in position, eiectiicitj 
flows imm B to Ay so that the eacl B shows the deficit or 
negative charge, and A the equal surplus or positive 
charge. 

The phenomenon above is referred to as “ electrostatic 
induction^^ or ** inductim displammenty^ and the insulating 
medium which transmits these effects is referred to as the 
“ dielectric ” ; the charges on AB are often referred to as 
the ^'induced charges but it must be remembered that, 

M. AND E. 13 
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taking AB as a whole, it is without charge, i.e. it neither 
contains an excess nor a deficit of eiectricitj; its own 
electricity has merely been displaced. Further, it should 
be mentioned that all dielectrics are insulators ; when we 
call them insulators we are referring to the fact that they 
do not allow electricity to flow along them, and when we 
call them dielectrics we are referring to the fact that they 
do allow these electrical influences to take place through 
them, and, in fact, themselves play an important part in 
the action. 

The nearer the conductor is to the charged body the more 
pronounced are these inductive effects, Further, if the air 
dielectric be replaced by a solid or liquid dielectric such as 
glass, wax, mica, olive oil, etc., the effects are still more 
marked ; for these dielectrics allow inductive influence to 
take place through them better than air, and are said to 
have a higher specific inductive capacity. The intro- 
duction of these sudstances between 0 and the conductor 
AB is, in fact, electrically equivalent to reducing the air 
space; thus a piece of ebonite 3*16 cm. thick is equivalent 
to an air thickness of 1 cm., and the specific inductive 
capacity of ebonite is 3’16. To put the matter generally, 
if denotes the thickness of an air dielectric, and 
Kd the thickness of a dielectric a? which is equi- 
valent to it, then K measures the specific inductive 
capacity of a? (see Art. 107), This is merely referred to 
here ; specific inductive capacity is dealt with in later 
chapters. 

The reader wiU now realise that inductive displacement 
always precedes the attraction between an electrified body 
and a neutral conductor. Thus when a negatively electri- 
fied vulcanite rod is held near the suspended pith ball of 
Fig. 142, the near side of the pith ball acquires a posi- 
tive charge, and the far side a negative charge ; the former 
charge is nearer the rod than the latter, so that, on the 
whole, the force is one of attraction, 

67. Electrical Potential.— As a preliminary to the 
conception of electrical potential, the reader may consider 
the following simple facts; but whilst the analogies are 
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helpM to,, a .'.l^egiiiiier tliej are very faulty in .detail, and 
Must not be pushed too far,: — ^ " 

Analogy to Temperaitire. — It is well known that beat 
flows from a body at a Mgb temperature to a body at a 
low. temperature. If two bodies be connected togetlier by 
a conductor of beat, and Mo beat passes from one to tlie 
other, tbe two bodies are at tbe same temperature; if the 
two ' bodies are at dlflerent temperatures, then b,eat will 
flow from tbe one at tbe bigber temperature to tlie one , at 
tbe lower temperature, and tbis flow will continue until tbe 
.two come to tbe same temperature. ■ Further, if a cupful 
of boiling water be mixed with several gallons of cold 
water, beat will flow from tbe former to the latter, altbougb 
the latter really contains more beat ; thus the difference in- 
iempemturet not tbe difference in 
tbe amount of beat, reoMg settles the 
direction in which heat will flo w. 

Analogy to Level, — It is also well 
known that water flows from a 
bigb-water level to a low-water 
level. Thus if tbe two vessels of 
Fig. lo2 contain water as indi- 
cated, then on opening tbe stop- 
cock water will flow from to J5, Fig. 152. 

and tbe flow will continue until 
the two come to the same level Tbe actual quantity of 
water in jB may be considerably greater than the quantity 
in A ; it is the difference in levels not the difference in the 
amount of water, which settles the direction in which the 
water will flow. 

Analogy to Air Pressure, — Again, consider an india- 
rubber bag fitted with a stop-cock and a pressure-gauge. 
Pump air into tbe bag so that it contains more than its 
normal amount and then close tbe stop-cock. Tbe gauge 
will indicate that the air pressure inside is greater than 
that outside. Open tbe stop-cock ; air will pass from the 
bag into the atmosphere^ i,e. from the region of bigber pres- 
sure to that of lower pressure, and this will continue until 
tbe bag has its normal amount, and tbe gauge indicates 
that tbe air pressures inside and outside are tbe same. 
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Now draw air out of the bag so that it coutaius less than 
its uormal amount and then close the stop-cock. The 
gauge will indicate that the air pressure inside is less than 
that outside. Open the stop-cock ; air will then pass from 
the atmosphere into the hag, i.e. from the higher pressure to 
the lower pressure, and this will continue until the bag has 
its normal amount and the gauge indicates that the air 
pressures inside and outside are the same. 

Further, take two bags and arrange matters so that the 
air pressure in one is higher than the air pressure in the 
other. Join the two cocks by indiarubber tubing and then 
open the stop-cocks. It will be found that air passes from 
the hag at the higher pressure to the hag at the lower pressure, 
‘and that this continues until the air pressure is the same 
in both bags. If, to begin with, the bags are at the same 
pressure, then on opening up the communication there is 
no flow of air. By considering a large bag and a small 
one, it will be readily seen that it is the difference in pres- 
sure, not in the amount of air, which settles the direction 
of flow. 

Again, in measuring teniperatures by a Centigrade ther- 
mometer, the temperature of melting ice is taken as the 
standard of reference or the zero ; temperatures higher 
than this are spoken of as positive temperatures, and tem- 
peratures lower than this are called negative temperatures. 
Similarly in measuring heights of mountains, etc., the sea- 
level is taken as the zero level ; distances above sea-level 
might well be called positive, and distances below sea- level 
negative. 

In the study of electricity the expression electrical pres- 
sure, or electrical tension, or potential, has much the same 
meaning as temperature, level, and pressure in the three 
preceding considerations. Thus, consider an insulated and 
isolated positively charged conductor. If this be put in 
conducting eomraunication with the earth, its ^‘surplus” 
passes to earth, i.e. electricity flows from it to the earth 
and the conductor becomes neutral. The reason for this 
is that its electrical pressure is above that of the earth, 
and the fact is expressed by saying that it is at a higher 
potential than the earth. Since the earth is taken as the 
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standard of reference or zero of potential, the conductor, 
is said to be at a pmiiim. potent ial. Of ■course, after tbe 
mottientarj flow tlie potential of the conductor is tlie same 
as that of the earth, viz. zero. 

Consider : now an insulated, isolated, negatiYely ch.a,rged 
conductor. If this be earthed, electricity floivs from the 
earth to it until its “ deficit” is made up and the conductor 
becomes neutral. This is because its electrical pressure 'is 
below that of the earth ; , it is at a lower potential , than, the. 
earth, and is said to be at a mgative poientiaL After. the 
flow the potential of the conductor is zero. 

It should be noted that the potential of the earth is 
regarded as constant, and totally una:flected by any elec- 
tricity which we give to it, or take from it, in our esperl- 
inents ; the potential of an earthed conductor is therefore 
alioays zero. 

Again, if two conductors at different potentials be joined 
together, electricity will flow from the one at the higher 
potential to the one at the lower potential, thereby lowering 
the potential of the former and raising the potential of 
the latter, until the two come to the same potential. The 
actual “ charge ” on the body at the high potential may be 
less than the “ charge *’ on the one at the low potential ; it 
is not the amount of the charges, hut the relative potentials, 
which settle the direction in which the electricity will flow, 
and, as will be seen later, the potential of a body depends 
on its size and other factors as well as on its actual charge. 
From the preceding it follows that, if a conductor is in a 
state of electrical equilibrium, all parts of it are at the 
same potential; this does not follow in the case of in- 
sulators 

Eeferring again to Fig. 151, 0 is at a positive potential 
; due to its positive cliarge, and this produces a positive 
potential throughout the whole of the insulating medium 
(air), which latter potential decreases from its positive 
value at 0 (at first rapidly and then more gradually) to 
zero at all earth -connected bodies in the room. Tixe me- 
dium is “ strained,” but there is no “ flow,” for the medium 
is an insulator and does not permit it, 
i When the conductor AB is placed in position, how- 
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ever, then, since the end A is at a higher potentiai than 
J?, electricity flows from A to JB, so that J, exhibits a nega- 
tive and B a* positive charge. The negative charge at j 
lowers the potential of that end, and the positive charge at 
B raises the potential of that end, so that when everything 
is quite steady the whole conductor AB is at a uniform 
(positive) potential. 

If G be negatively charged it is at a negative potential, 
and produces a negative potential throughout the insulat- 
ing medium, the actual potential of the medium ruhig 
from its negative value at 0 to zero at the earth. In this 
case JB is at a higher potential than A, and when the con- 
ductor is placed in position electricity flows from B to A ^ 
so that B exhibits a negative charge and A a positive one. 
The negative charge at B lowers the potential there, and 
the positive charge at A raises the potential there, so that 

when all is steady the 
whole conductor AB 
is at a uniform (nega- 
tive) potential. 

Fig. 153 represents 
.these points graphically, 
the vertical distances 
denoting potentials ; 
distances above the hori- 
zontal line denote posi- 
tive potentials, and dis- 
tances below the hori- 
zontal line negative po- 
tentials. It will be noted that when the condaotor is in position 
the potential of G is slightly affected by the induced charges on AB. 
Thus, in Fig. 153 (h), the negative charge at A tends to lower the 
potential of C, the positive charge at B tends to raise it ; the nega- 
tive charge is nearer and has the advantage, so that on the whole the 
potential of G is slightly lowered. Similarly, in Fig. 153 (d), the 
nepaiive potential of (7 is slightly weakened, i.fi. the potential of G 
is slightly raised or brought nearer zero. 

To summarise: — 

The potential of a body is its electrical condition 
wbicb. determines whether electricity will flow from 
the body to the earth, or from the earth to the body, 
* when, they are metallically connected. This is merely 
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a.'^geaeral .statement! an emd defmition of potential 
appears in Art. 81 

A boihj is ai fosUim ]}ote)itial if ■ electriciiy flows, or 
tends iojlow,fmm it to the earth, and it is at a mgaUne 
potential if electricity flows, or tends to flow, from the earth 
to it. It is at zero p^otmtial if thei'e is no tendency for elec^ 
trkiiy to flow from one to the other. 

SimilaThj a body A is at a higher pofeutial than another 
one B if electricity flows, or tends to flow, from A to B when 
they are Joined, mid they are at the same potential if there m 
m tendency for electrioUy to flow between them. 

In considering tlie aboTe from tbe point of view of tlie 
electron theory — the moyenient of electrons — the student 
must remember that the electrons, being negative, move 
from what we have called the lower to wliat we have 
called the higher potential. 

68. Principle on wMch the Action of a Gold Leaf 
Electroscope Depends. — This has been incidentalij men- 
tioned in Art. 65 ; the following experiments will verify 
the statement : — 

Exps. Place the electroscope on the table so that the case G 
(Fig. 146) is earth-connected j and therefore at zero potential Elec- 
trify a brass ball positively, in which case it will be at a positive 
potential, and let it touch the cap of the electroscope. Electricity 
flows from the bail to the cap, rod, and leaves, and this continues 
until the ball, cap, rod, and leaves all attain the same positive^ po- 
tential, the leaves meanwhile diverging. Kote that there is a differ- 
eiice in potential between the leaves and the ease, the former being at 
a positive potential and tlie latter at zero potential. 

Discharge the electroscope and repeat with a brass bail negatively 
charged, and therefore at a negative potential Here electricity flows 
from the leaves, rod, and cap to the ball, and this continues until they 
all attain the same negative potential, the leaves meanwhile diverg- 
ing. Again there is a difference m potential hetiveen the leaves and 
the case, the former being at a negative potential and the latter at 

zero potential „ i i r 

Insulate the electroscope by placing the case €/ on a thick slab ot 
paraffln wax or on a stand fitted with vulcanite legs. Earth the 
leaves, etc., by connecting the terminal t by a wire to the gas- 
pipes ; the leaves will therefore be at zero potential throughout the 
exWriment. Charge the metal ball positively, and let it touch the 
case 0 ; electricity flows from the bail to the case until they acquire 
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the same positive jjotential, and the leaves will be found to diverge. 
Here, again, there is a difference in potential between the leaves and 
the case, the former being at zero potential and the latter at a posi-. 
tive potential. If the ball be negatively electrified similar results 
follow ; the case will be at a negative potential, the leaves at zero 
potential, and the latter will be diverging. 

Discharge the case, disconnect t and the gas-pipe, and join by a 
wire and t. Since the case 0 and the leaves are now connected, 
whatever potential is given to one will be also given to the other. 
Touch the cap or the case with a positively charged ball so that they 
acquire a positive charge and a positive potential : the leaves do not 
diverge. Repeat with a negatively charged ball and it will be found 
that the leaves do not diverge. The cap may even be connected to 
an electrical machine and a very strong charge be given to the 
electroscope, but the leaves will not diverge. Note particularly that 
in these tests the leaves and case are always at the same potential. 

From the preceding experiments it follows that the 
leaves of an electroscope will only diverge if there 
is a potential difference between them and the case, 
and further experiments readily indicate that the greater 
this potential difference the greater is the divergence of the 
leaves. In most experiments C is earth-connected (zero 
potential), so that the actual potential of the leaves will 
be the potential difference between the leaves and case ; 
thus, the amount of the divergence will he a measure of the 
potential of the leaves and of any body to which they are 
joined. 

60 . Potential due to Heighbonring Charges. Free 
and Induced Potential. — Consider a positively charged, 
conductor, say, in the middle of the room, no other charge 
being near (save, of course, the induced negative charge 
developed on the walls, etc., of the room). The conductor 
is at a positive potential, and, since this is due to its own 
charge, it is spoken of as a /ree potential. Similarly a 
negatively charged conductor, no other charge being near, 
is at a free negative potential due to its own negative 
charge. 

Consider, now, an insulated uncharged metal hall A, 
joined by a wire to the cap of an electroscope some dis- 
tance away: the leaves will hang together, since the case, 
leaves, and ball are all at zero potential. Now bring an 
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insulated clmrged body B (Fig. 154) gradiiaiij towards A, 
and It will be found that the' leaves diverge more and more 
as B .approaches A. Thus, although A has no charge, it, has. 
acquired a potential due to the presence of the charged body 
B ; this is spoken of 
as an induced po- 
tential, since it is 
due to the inductive 
influence of B act- 
ing through the di- 
electric (air). liB 
be positive the in- 
duced potential of 
A will be positive, 
whilst if B be nega- 
tive the induced potential of A will be negative. 

Now let A have a positive charge so that the leaves will 
be diverging, the amount of divergence being a measure of 
the positive potential of the leaves, etc., and J.. Give B & 
strono" negative charge and gradually bring it towards A 5 
the leaves will gradually fall together, showing that the 
induced negative potential due to B is weakening the 
positive potential of A . When B reaches a certain 
position the leaves will collapse, so that their potential is 
zero, the same as the case of the electroscope ; in this posi- 
tion the induced negative potential due to B is exactly 
cancelling the free positive potential of A, due to its own 
charge. If B be brought still nearer the leaves will 
begin to diverge again, being now at a negative potential ; 
the induced negative potential due to B is predominating. 

It should be noted that, to begin with, A has a positwe 
charge and is at a positive potential* When B is in such 
a position that the leaves collapse A still has its positive 
charge, but is at zero potential When B is brought nearer, 
so that the leaves diverge again, A still has its positive 
charge, hut is at a negative potential ^ ^ 

The phenomenon of inductive displacement (Art. m) 
can now be more fully considered. If 0 (Fig. 158) be 
positively charged, the end A of the conductor AB exhibits 
Tneo'ative charge, and B a positive one; considered as a 
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whole the conductor AB iias, of course, no charge, 
neither a “ surplus nor a deficit ’’ of electricity. From 
the preceding we know that AB is at an induced positive 
potential due to G, and, moreover, being a conductor ali 
parts of it must be at the same positive potential. This 
latter fact can also be proved by attaching one end of a 
wire to the cap of an electroscope some distance away, the 
other end to a small brass ball, and holding the wire near 
the brass ball by insulating tongs, moving the ball all over 
the conductor : the leaves will always diverge by the same 
amount, showing that the potential is the same ali over the 
surface. 

If AB be now earthed, electricity will flow out of it until 
its 2 >otential becomes zero. It will now be found that the 
positive charge at B has disappeared and a somewhat 
greater negative charge has appeared at ; in fact, when 
earthed, electricity flows out of it to earth until it possesses 
such a negative charge that the- negative potential due to 
this negative charge is exactly equal to the induced posi- 
tive potential due to 0, the actual potential of AB being 
therefore zero. If AB be now disconnected from the earth, 
and then G removed, AB will exhibit a negative charge at 
all parts of its surface, and it will now be at a free nega- 
tive potential due to its acquired negative charge. These 
facts are graphically represented in Fig. 155. 

If 0 be negative, the end A of AB exhibits a positive 
charge and B a negative one, and all parts of AB are at 
the same induced negative potential due to G, On earth- 
ing AB electricity flows from the earth until the conductor 
becomes at zero potential. It will be found that the nega- 
tive charge at B has disappeared, and a somewhat greater 
positive charge has appeared a,t A; in fact, electricity flows 
to AB from the earth until it possesses such a positive 
charge that the positive potential due to this is exactly 
equal to the induced negative potential due to 0, so that 
the actual poteijtial of AB is zero. On removing tiie earth 
connection and then removing 0, the conductor AB ex- 
hibits a positive charge at all parts, and is at a free 
positive potential due to the positive charge. These facts 
are graphically represented in Fig. 156. 
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It should be noted, that when 0 is positife,. then, to 
begin with, AB lim no charge as a wholes hut i$ ai a posi^ 
live potential; when AB is earthed it has a mgatim charge^ 
hut is at zero potential. If 0 he negative,, then, to beg-in 



Fig. 166. 


with, AB has no charge, hut is at a negatim potential , 
when is earthed it has a positive charge, but is at zero 
potential. 

Caution. In conneotion with Fig. 155 text-books sometimes 
still use the expression, “ the - ve charge at Al is bound by the + ve 
charge on 0, but the -f ve charge at B is free ; hence on earthing 
AB the free -f-ve charge at 5 goes to earth, leaving the bound — ve 
charge at Af and similarly, with Fig. 156, the -f-ve at-d is said to 
be hound, and the - ve at Bfree ; when earthed the free - ve escapes 
leaving the bound -f ve. Tli^e statemmta are not correct, and the 
reader should shun them ; thus, in the first case, more electricity 
passes to earth than is represented by the so-called free -|-ve, and 
in the second case more electricity passes in from the earth than is 
necessary merely to neutralise the so-called free - ve. 

It should be mentioned that in the above oases the induced 
charges on are each less than the charge on G ; the difference, 
for example, between the positive charge on 0 (Wig. 155) and the 
negative charge at d., is represented by the negative induced on the 
walls, etc., of the room. When the body AB is a hollow conductor 
entirely surrounding O (e.g, if AB is a can fitted with a lid and (7 
is suspended inside), the induced charges are each equal to the 
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not, be used. 

A better explanation may now be giren of the method 
of testing the natnie of a charge by an electroscope. If 
the latter be positively charged the leaves, etc., wiU be at 
rpositive potential. K a positively charged body be 
brought neL the cap it will produce an induced positive 
potential in the leaves, etc.; thus the potential ditterence 
between the leaves and the case ivill be grater, and the 
leaves will diverge more. A similar explanation applies o 
a negatively charged body brought near a negative electro- 
scope If a negatively chained body be brought near the 
positive electroscope, the induced potential due to the body 
is a negative one ; thus the positive potential of the leaves 
is partly cancelled, the potential different between the 
leaves and case is reduced, and the leaves diverge less. A 
neutral conductor would also cause the leaves to diverge 
less owin<^ to the inductive displacement m it, and the re- 
action on the electroscope of the induced charges. 

70. Charging an Electroscope by Induction or In- 
fluence.— The method of doing this follows at once from 

the preceding section : — 


Exp. hnug & negatively chat'gQd 
rod near the cap of the. electro- 
scope, the case of which is earth- 
connected. Inductive displace- 
ment occurs, the cap exhibiting 
a positive charge, the leaves a 
negative charge, and the cap, rod, 
and leaves acquiring an induced 
negative potential ; the leaves di- 
verge. Touch the cap with the 
.fin^^er; the cap, rod, and leaves 
are brought to zero potential by 
electricity flowing from the earth, 
the leaves collapse since there is 
no difference in potential between 
them and the case, the negative 
charge has disappeared, and a somewhat greater positive charge 
has now appeared. Bemove, first, the finger from the cap and then 


li H 

Pig. 158. 
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of a proof plane and an eleotrosoope it can be shown that the 
charge is on the outer surface, the inside being uncharged. The 
net is then turned inside out, but the charge is again found on the 
new outer surface. 

Sixp. 3. Place a metal can on an insulating stand, and charge the 
can, say positively. Touch the inside of the can with a proof plane, 
and then take the proof plane to the cap of a neutral electroscope : 
the leaves will not diverge, showing that the inside of the can has 
no charge. On similarly testing the outside of the can it will be 
found to be charged. 

Discharge the can. ^ Charge an insulated brass ball, say positively, 
and then lower it into the can allowing it to touch the inside. 
Remove the ball and test it : it will be found to be perfectly dis- 
charged, On testing the can, as before, it will be found that the 
inside is uncharged and that the outside is positively charged. 
When the charged ball touched the inside of the can it really be- 
came part of the latter, and the charge immediately left it and 
passed to the outside. 

The result of the last experiment has an important 
application. If one conductor is required to completely 
give up . its charge to another the latter should be made 
in the form of a hollow vessel and insulated j then on 
placing the fonner inside it, and in contact with its inner 
surface, the total charge at once passes to the outer con- 
ductor. This may be repeated as often as is desirable, 
and a considerable charge may be accumulated on the 
hollow conductor. 

We may explain why the charge resides on the outer 
surface of a conductor as followsi;^" always dis- 

tributes itself so as to be as near as possible to its induced 
charge, that is, in such a way as to possess minimum 
potential energy Just as objects always tend to fall 
towards the earth and to rest at the lowest attainable level 
so electricity passes to its position of lowest attainable 
potential energy on the outer surface of the conductor. 
For example, if mercury be poured into a vessel full of 
water, it passes through the water and takes up a position 
at the bottom of the vessel, between the. water and the 
vessel; similarly, if a charge be given to the interior of a 
hoUow conductor, it passes to the outer surface, and takes 
up its position between the conducting surface and the 
insulator surrounding it. Hence, if we choose, we may say 
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that the charge of a conductor resides not on the conductor 
at all, but on the surface of the insulating medium adiacent 
to its “outer” surface. ■* 

72. Distrilmtion of the Charge on the Outer 

Smrfaise of a Coadactor.— Tlie general law given at the 
end of ^ the preceding article maj be applied to the con- 
sideration of this question. If all - points on the outer 
surface of a conductor are positions of .equal potential 
the charge, then the distribution of the charge 
over^ that surface will be uniform. If, however, there are 
portions of the surface where the potential energy of the 
charge would be less than on other portions of the surface, 

1 accumulate on those portions, untii 

the distribution of the opposite induced charge is such that 
all points on the surface of the conductor are positions of 
equal potential energy for the charge. In this case the 
distribution of the charge on the surface will not be 
uniform, but the charge per unit area, or the density of the 
charge, 'mil vary with the form of the surface, and with 
the position and arrangement of earth connected and other 
conductors in its neighbourhood. 

We shall only consider how the form of the conductor 
a:ffects the distribution, assuming all other conductors to 
be removed to a distance. On a spherical conductor the 



Fig. 161. 

distribution is uniform, as indicateJbj the dotted line in 
Fig. 161 (a). On a conical conducfe, such as shown at (&), 
the distribution is indicated in a general way in the fi^rnre • 
the charge accumulates at the pointed end, where the 
curvature of the surface is greater than at other points. 
Similarly, in the case of the circular plate (c) the charge 
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accuHWilates at tlie edges wliere the curvature is greatest, 
and, in general, experiment shows that the distribution 
varies with the curvature of the surface, that is, the 
greater the curvature at anv point the greater will be the 
quantity of electricity at that point, provided the surface 
be convex at the point and the latter not within a re-en- 
trant hollow. 

The following is an important experiment bearing on 
the preceding : — 


Exp. To show that the potential of a charged conductor is uniform 
but that the distribution of the charge depends on the shape of the 
conductor. 


{a) Take the conductor shown in Fig. 162 and give ifc a positive 
charge. Place an electroscope some distance away and attach one 
end of a wire to the cap, the other end of the wire being fixed to a 
small brass ball. Holding the wire near 
the ball by means of insulating tongs, 
move the ball over the surface of the con- 
ductor. The leaves diverge by the same 
amount all the time, showing that the 
potential is the same at all parts of the 
surface of the conductor. It is also 
evident from the conception of potential 
that this must be so. 



{b) Disconnect the wire from the eleo- 
Pig. 162. trosoope and discharge the latter. Place 

a small metal can on the cap of the 
electroscope. Touch the point P (Fig. 162) with the proof plane, 
take the latter to the electroscope, lower it into the small can, 
allowing it to touch the inside so that all the charge passes to the 
can and electroscope, and note the amount of divergence. Dis- 
charge the electroscope, and repeat, touching various parts of the 
conductor with the proof plane. It will be found that the greatest 
divergence is obtained after touching the point, less after touching 
the flat sides, and that there is practically no divergence after the 
proof plane has been in the re-entrant hollow ; this verifies the 
statements above. 


In comparing (<t) and (5) tbe reader must bear in mind 
that tbe potential at a point does not depend only on tbe 
charge at that particular point. 

^ Further, the reader should remember that the distribu- 
tion of the charge does not depend only on the shape of the 
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eonductor. Tims, if GB (Pig. 163) be an earthed plate 

of°tL*^br® charged sphere AB, the deLity 

of the ckarge at B will be mmh greater than 

the density at A, and if a pin projects from C 

the bottom (inside) of a charged can, the 
density at the pin will be zero. These facts ^ 

are further dealt with in Arts. 73 and 77. U i 


73, The Action of Points. — From the ( 

preceding articles we ha¥e learnt that the I 

charge on a conductor tends to accumulate at ^ 

the points, corners, and sharp edges where Mg. 163. 
the curvature of the surface is greatest. Thus, if a needle 
point projects from the surface of a spherical conductor, 
the charge accumulates on this point, and the surface 
density there and the field intensity near becomes very 
Under these conditions, as will be seen in Chapter 
XAIII., the air, usually a very poor conductor, becomes 
conducting and the point loses its charge, the “ carriers ” of 
the charge being the air itself. Some of these carriers are 
positive and some negative: those carriers with a like 
charge stream away from the point and those with the 
opposite charge are drawn up towards it. Ail this will be 
better understood after reading Chapter XXIII. Further 
owing to the great density, dust particles in contact with 
the point receive a charge and are then repelled carrying 
the charge with them, their place being then taken by 
another set,^ and the action repeated Hence, until the 
surface density becomes too low, there is a constant rain of 
charged carriers streaming away from the point, the charc^ed 
body losing its charge. A similar convection discharge^as 
it is called, takes place from the sharp edges of a charged 
conductor. ^ 

This discharging action of points is readily illustrated 

by a number of experiments. 

Exps. If a pin point be soldered to the cap of an electroscope 
and the instrument be charged, it will be found that it rapidly loses 
its charge— the divergent leaves quickly close up and soon indicate 
. complete discharge. 

If a strongly charged ebonite rod be held over the cap of an elec- 
troscope for a few seconds and then slowly removed, the divergent 
leaves will be seen to gradually collapse, and finally to open out 

M.ANDE. lA 
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with a charge ot opposite sign. The leaves at first diverge, the 
charge on them being an. induced negative charge, whilst the cap 
exhibits a positive oharge,^ During the short time that the rod is 
held in position the negative charge partially escapes from the very 
thin edges of the gold leaf. On slowly removing the rod the leaves 
gradually collapse, as the positive charge on the cap neutralises the 
negative charge on the leaves, and finally re-di verge with the excess 
of positive corresponding to the negative which Has escaped. 

In the illustration just given the electroscope is charged 
by induction — the induced negative charge escapes from 
the thin edges of the leaves, leaving the instrument 
charged positively, Le, opposite to that of the inducing 
charge. Similarly, if a pointed wire be attached to the 
cap of the instrument, and the inducing negative charge 
held for a short time over the point, the induced positive 
charge on the cap will escape, leaving the instrument 
charged negatively, t.e. the same as the inducing charge. 
Hence, if we wish to ** collect’’ the charge from a charged 
body, it is only necessary to present a point or row of 
points attached to a conductor to it— -the charge induced 
on the points Sows as a convection discharge on to the 
surface of the charged body, neutralising the charge there 
found, and leaving the conductor charged with electrifica- 
tion of the same sign. The final efiect is thus the same 
as if the points directly collected the charge from the 
charged body. 

Thus let one end of a wire be attached to the cap of an 
electroscope, and the other end, carried in a split ebonite 
penholder, presented to any charged body — the leaves at 
once diverge, showing inductive action, and on removing 
the wire it will be found that the instrument is per- 
manently charged. Similarly, if the point of a needle 
held in the hand be moved several times, close to the 
surface, from one end of a charged ebonite rod to the 
other, it will be found on testing that the rod is almost 
completely discharged. 

Again, if a large needle, connected to the cap of a very 
delicate electroscope, be carefully insulated in the open 
air * it will be found that the leaves of the instrument 

* Some distance above the ground. 
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Will, 111 diYBTgQ, The needle point 

collects; the charge from the air around it, ancl the 
div^ergence of tlie^leaTes indicates the, nature and , extent 
of the eieGtriiicat,ion of the air at the point where the 
needle is placed. ^ When this electrification is ver>^ great 
the conYection discharge often gives rise to a luminous 
glow diverging from the discharging point. This eifeet is ■ 
often seen from the points of sliips’ masts, flagsfcafts, etc 
, and has been called St. Elmo’s fire. It mav be .-seen on a ' 
small scale in a dark room from a needle point attached to 
a strongly charged conduetor ; for example, to the newly 
charged plate of an electrophorous, or better, the prime 
conductor of an electrical machine (Ghapter IX.}. 

Owing to this action of points and sharp edges it is 
necessary to have the corners and edges of ail conductors 
intended to retain charges carefully rounded and polished. 
The apparatus must also be kept scrupulously clean, for 
every particle of dust acts as a point, and thereby admits 
of escape of the charge. 


■ , 74. The Charge oa a Body at a Ciiren Potential 
depends on the Bielectrio. — This may be proved by the 
apparatus shown in Fig. 164. 

Bxp. A md B are two equal brass balls fixed on insulating 
supports, ^ and each carrying a brass rod {P and Q) ; B is embedded 
in paramn wax, as indicated. A is 

charged, and, with A and B .some p []() 

distance apart, P and Q are - joined 

by a fine wire, so that the charge is oL 

shared between them and they come ^ 

to the same potential. It will be seen 

later that, since the balls are the 

same size, the charge would divide | fife 

equally between them they were I 

sttrrowtided by the same medium. Re- I i 

move the wire, and then bring them ^ ’ 1 . , 

in turn into the metal can standing 
on the cap of the electroscope (Art. 

72). B will produce the greater diver- 
gence^ showing that it has the greater 

charge. Similar results would be oWined if B were embedded in 
other solid (or liquid) dieieotrios. 


202 SLECJTEOSTJLTICS. — -EtTHDAMEIfTAL PHENOMENA. 

If 0 Be tBe cliarg© on a conductor in air, and KQ 
the charge on the conductor when it is charged to the 
same potential in a dielectric cc, then K measures 
what is called the specific inductive capacity of 
(Sa© Art. 107.) This is merely referred to here; specific 
inductiTe capacity is dealt with in later chapters. 

75. Hollow Conductor with no Charged Body In- 
side.— Let Fig. 165 represent an insulated metal pot, fairly 
deep in comparison with its diameter, and charged, say, 
positively ; we have seen that the charge resides entirely on 
the outside, the inside of the pot being completely without 
charge. The potential of the pot is positive, and, more- 
over, the inside of the pot, where there is no charge, is 
at the same positive potential as the outside ; this follows 
at once from the conception of potential and the fact that 
the pot is of conducting material, but it may be proved by 
connecting the pot by a wire to the cap of an electroscope 
standing on the table some distance away, as in Art. 72, 
when it will be found that, whether the small ball 
attached to the wire be allowed to touch the pot at P, Q, 
E, or 5, the divergence of the leaves is the same. 

Now consider the medium (air) inside the pot ; it can he 
shown, both experimentally and theoretically, that the whole 
of the air inside is at a uniform potential (at any rate, to 
within a short distance of the mouth), and that this uniform 
potential is identical with the potential of the pot itself 

Bxps. In Tihe experiment referred to above, hold the ball in the 
centre of the pot and notice the divergence. Move the ball into 
various positions inside and notice that the divergence remains the 
same. Hence, the potential al all points of the air region inside is the 
same. Note. — Near the mouth of the pot the potential begins to 
vary ; if the pot be provided with a lid, then all the air inside is at 
the uniform potential. 

Place the electroscope inside the pot (it is assumed that the pot 
is of such a depth that the cap of the ©lectrosoope is well insicie), 
and charge the pot strongly ; the leaves do not diverge. Now the 
case of the electroscope is in contact with the pot, and is, therefore, 
at the potential of the pot, whilst the cap (and leaves) are at the 
potential of the air. But there is no divergence, so that the leaves 
and case are at the same potential ; hence, the uniform potential of 
the air region inside is the same as the potential of the pot. 
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Yarioiis experiments may be mentioned, in addition in 
proof of tlie theorems of this section. Thus, if a neutral 
metal ball, hanging by a dry silk thread, be lowered into 
the charged pot it takes the potential of the air re^'ion in 
which it is placed If it be allowed to touch the pot 
and then be removed, it will be without charge. This 
shows that the potential of the air is the same as that of 
the pot, for, if there had been a potential difference, elec- 
tricity would have passed either from the ball to the pot, 
or from the pot to the ball, on contact, and the ball would 
have exhibited a charge on removal. Other experiments 
will, doubtless, occur to the reader. 

Again, since the region^ inside is one of uniform 
potential, there can he no indnctive displacement on an 
insulated conductor completely inside ^ for the necessary 
condition for such is that one part of the conductor must 
first be at a higher potential than another part (Art. 69). 
Further, we have the important theorem that there is no 
electrical force within a closed hollow conductor which con- 
tains no charged bodies inside i this is shown by the 
experiment with the electroscope above, and it also 
follows from the fact that the potential inside is uniform 
(Art. 88). 

Imagine an insulated brass ball inside the positively 
charged pot j the hall has no chargef hut is at a positive 
potential. Join the ball 
to the earth by touch- 
ing it with a piece of s I 

wire held in the hand. + '*" — 'L+['" " 1 + ^ | ^ J — 1 

Electricity flows from ^ 4 ^+4 A |+'^ + A 

it to the earth, and its ? q 4 -^{ Q + + 0 

potential becomes zero. . 

On removing the ball Fig. 165. Fig. 166. 

it will be found to have 

a negative charge (Fig. 166). If the pot be negatively 
charged, then, to begin with, the hall wiU have no charge^ 
hut its potential will he negative. On earthing, electricity 
will flow from the earth to the ball, and its potential will 
become zero. When the ball is removed it will be found 
to have a positive charge. In both these cases, as soon as 


Fig. 166. 
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tlie ball is earthed, we have a charged body inside the pot, 
and the preceding theorems of this section no longer hold 
good ; the air inside is no longer a region of nniform poten- 
tialj and charge will now be found on the inside of the pot 
(Fig.166). 

Example. Ducnss the potmbial changes of the pot and ball during 
the above operation. — Taking for exaiiiple Fig. 166 the poteniiai 
changes are, briefly, as follows. Originally the ball has no charge, 
and is at zero potential; the pot has a positive charge, and is at a 
positive potential. When the ball is hanging inside the pot it still 
has no charge, but its potential is positive, the same as that of the 
pot ; the potential of the pot is still the same. When the ball is 
earthed it acquires a negative charge and becomes at zero potential. 
The potential of the pot is now the free positive potential, due to 
its own charge, combined with the induced negative potential due to 
the negative charge on the ball. These are very nearly equal, so that 
the potential of the pot is just slightly above zero, i.e. the potential 
of the pot is still positive, but it has been considerably reduced ; 
further, the bulk of the charge is now on the inside of the pot. 
On removing the ball it has a negative charge, and a negative 
potential ; the pot has now its original positive potential, the 
charge being again on the outside. The reader should work out 
the case of a negative pot for himself, 

, ' 76. Hollow Conductor with. Charged Body Inside. 
Faraday’s Ice-paii Experiment. — If a positively charged 
conductor be suspended by an insulating thread inside an 
insulated hollow conducting vessel 
which completely surrounds it (Pig. 
167), the total induced charges will be 
found on this vessel, negative on the 
inside, and positive on the outside. 
Assuming the vessel to be neutral to 
start with, it is evident that these two 
charges must be equal to one another, 
for no chai'ge has been communicated 
to the vessel; and, therefore, if the 
inducing charge is removed the vessel 
will again become neutral. This tells us nothing of the 
actual magnitude of these charges- — ^we simply know that 
they are equal to one another and of opposite sign. It is 
important, however, to test experimentally whether there 
is any relation between the magnitude of the inducing 


4- 



ILBCTBOSTATICS.— FUHDAHEKTAL PHBKOMEHA. 205 


charge and that of the induced charges, and, if so, to 
determine the nature of this relation. With this object in 
view, Faraday performed the following experiment, which 
has, now become historical. 

An ice-pail, I (Fig. 168), is placed on an insukting 
stand and connected by the wire, w, with the cap of the 
electroscope, B, A positively chai'ged body, B, suspended 
by a dry silk thread, is now slowly lowered into the pail 
As B gradually descends, I comes more and more under 
its inductive action, and a gradually increasing negative 



charge appears on the inner surface, while a corresponding 
positive charge appears on the outer surface, and on F. As 
a result of this action, the gold leaves of the electroscope 
begin to diverge as B is about to enter J, and this diver- 
gence slowly increases as B is lowered into the pail When, 
however, ^ is well inside I, as shown in the figure, practi- 
cally the whole of its inductive action is concentrated on 
the vessel, and the negative charge is consequently the 
total induced charge of that sign, while the positive charge 
represents the total induced positive charge. Hence, when 
this result is obtained, further lowering of B into I will not 
affect the induced charges, and consequently the divergence 
of the leaves of the electroscope remains unchanged. 

If now B be allowed to touch the inner surface of I, and 

the leaves of the electroscope be carefuHy watched, it will 

be found that they are not in the least disturbed by the 
contact. Further, if B be now removed, it will be found 

to be completely discharged. _ , 

The siguiflcanoe of these results is important. When 
B touches the inner surface of I the positive charge on the 



206 ILECTEOSTATICS. — ^FTTITDAMIIIITAL PHBNOMEHA. 


lol'mer tends to neutralise the negative induced charge on 
the latter, and, since B is completely discharged and the 
external charge on I and B remains quite undisturbed, it is 
evident that these two opposite charges have neu- 

tralised each other, that is, the negative induced charge is 
exactly equal in magnitude to the positive inducing charge. 

Hence, we may state generally, that the induced charges 
are equal to one another, but of opposite sign, and the total 
magnitude of either of the induced charges is numerically 
equal to that of the inducing charge. The first part of this 
statement applies to any case of induction ; that is, when- 
ever a body is subjected to induction, the induced charges 
are equal and opposite. In the second part, however, the 
significance of the word total must be noted— the magnitude 
of the induced charges on any body is equal to that of the 
inducing charge only when the body completely surrounds 
the inducing charge. In cases such as those illustrated in 
Fig. 151, the induced negative charge at A, for example, is 
less than the inducing positive charge on 0, the difference 
being found in the induced negative charge on the walls, 
etc., of the room. 

Illustrative XSxpe'riments. Let a number of metal cans of dif- 
ferent sizes be arranged, as shown in Fig. 169, insulated from one 
another, and let an electroscope, be connected to any one of 

them by a wire, w. 
If a charged body, 
Af be now lowered 
into the inner can, 
By the leaves of 
the electroscope at 
once diverge, no 
matter with which 
of the conductors it 
is connected. This 
illustrates an effect 
which is sometimes 
called successive in- 
duction, Suppose 
the charge on A to 
be positive ; then 
it acts inductively on the inner can, with the result that the inner 
surface of this can becomes negative and the outer surface positive ; 
this positive charge in turn acts inductively on the next can, with 
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a result indicated in the figure, and by this successive action in- 
duced charges are developed on each conductor. 

It will be noticed that the inductive action on any one conductor 
is due to the algebraic sum of the charges in its interior ; for ex- 
ample in the case of the conductor G, there are three equal charges 
in its ’interior, and the effective charge, that is, the algebraic sum 
of the three, ‘may be represented by that on vi, or by that on the 
outer surface of the first can. Hence the induced charges on the 
second can are equal to those on the first can, and each numerically 
equal to the charge on A, Similarly, the induced charges on any 
one of the conductors are each numerically equal to that on A, 

If the electroscope be connected to any one of the conductors, and 
another interior to that one be touched with the finger, it will be 
found that the electroscope does not diverge when A is lowered 
into the inner can, thus showing that the earth-connected conductor 
limits the field of inditction. This result is evident from Fig. 169 : 
when 0 is touched the algebraic sum of the charges inside D is 
zero, owing to the fact that the odd positive charge on Ohas escaped 
to earth. If, however, a conductor external to that connected with 
the electroscope, for example, F, be touched, then the inductive 
action of A is at once indicated by a divergence of the leaves of the 
electroscope when A is lowered into B. j 

The fact that the inductive action on any hollow conductor is due 
to the algebraic sum of the charges in its interior has an important 

ap^li^tiom^ we have seen that when electrification is produced by 
friction the rubber and the substance rubbed become oppositely 
electrified, and Fig. 170 depicts an experim^it for showing that these 
opposite charges are equal in magnitude. Two metal cans, A and B, 
are arranged as shown in Fig. 170, 
and insulated from each other. 

The inner, A, is lined with fur, FK 

and an ebonite rod, fits closely 

into it. The outer can, 5,18 c^- 

neoted with an electroscope. On r 

rotating 5, the fur becomes posi- i', 

tively and the rod negatively elec- #i| , | , gHi ai ^ 

trified. If these two charges are ^ 

unequal, then the excess of the 

ffreater will act inductively on 5, 

and the leaves of the electroscope ^il||[|i||||Hy^ 

will diverge. Experiment, how- 

ever, shows that; no such divergence Pig. 170 . 

takes place, thus proving that the 

akebraio sum of the charges m the ^ i ^ 

interior of B is zero, that is, the charges produced on the rubber 

and the body rubbed are equal in magnitude, but of opposite sign. 

If kowever, 5 be removed, it carries the negative charge with it, 

Khc positive charge in A, acting inductively on 5, causes an 
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immediate divergence of the leaves. On replacing i?, the leaves at 
once collapse, showing directly that the charge on A is equal and 
opposite to that on JS. 

If a metal pot be earthed, then whatever be the charges inside, the 
pot will be at zero potential, and bodies outside will be unaffected 
by the charges inside ; the earthed pot acts as an electric screen. 
A large earth-connected metal plate, with a charged body on one 
side of it (not too near the edge), will act as an electric screen for 
bodies on the other side of the plate. An electroscope may be 
screened from the influence of external electrified bodies by sur- 
rounding it with an earth-connected conducting enclosure. 

77. Electric Eield, Lines and Tubes of Force, and 
Induction.— The ideas dealt with in this section are some- 
what similar to those treated in Art. 5 in connection with 
Magnetism. 

An Electric Fi^d is the space surrounding* an 
electrified body (or system - of electrified bodies) 
within which the influence of the charge . (or charges) 
extends. When considering the forces in the field it is 
.often spoken of as a Field of Electric Force ; when 
concentrating on the phenomena associated with induction 
it is often spoken of as a Field of Induction, 

A free, small, positive charge placed at any point in the 
field will be urged by a definite force in a definite direction, 
which latter is indicated by the line of force passing through 
the point in question. A line of force is a curve such 
that the tangent at any point gives the, direction of 
the electric force at that point. The positive direction 
of a line is the direction in which a free positive charge 
tends to move, and as such a charge is always urged from 
a higher to a lower potential, the positive 
direction of a line is the direction in which 
the potential is falling aZowp In some 
of the diagrams which follow, arrows indi- 
cate the positive direction of the lines. 

Fig. 171 shows the lines of force in the 
case of a positively charged sphere in the 
centre of a large room ; the lines starting 
) from the surface are all straight— if pro- 
duced they meet at the centre of the sphere. A negatively 
charged isolated sphere would give the same diagram, but 
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any arrows would be pointing in tbe opposite direction. 
Fig. 172 represents tbe case of two equal conducting spheres, 
having equal and opposite charges, whilst Fig. 173 depicts 



Fig. m. 


the case of two equal positive point charges. Fig. 174 
shows the lines in the case of two unequal positive charges, 
A of 20 units, and B of 5 units, and a similar diagram 



Fig. 173. 


would be obtained for any two like charges in the ratio 
4:1 ; here N is a null or neutral point (of. Art. 5) and 
it will be seen later that AN = ^2BN. Fig. 175 represents 


i 
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the lines ia the case of two nneqnal and opposite charges, 
1 = -f 20 and JB = — 5 ; here again if is the null point, 
and AN = 2BN 

In all cases it must he ohseryed that the lines start from 

a positive charge 
and end on a nega- 
tive charge some- 
where ; thus, in 
Eigs.171, 173 they 
start from the po- 
sitive charges and 
end on the in- 
duced negative 
charges on the 
walls, etc., of the 
room, whilst in 
JFig. 175 some of 
the lines from A 
Fig, 174 end on B, the re- 

mainder on the 

walls, etc., of the room. It should also be noted that lines 
of force do not pass through a conductor hut end on the 
surface ; the potential is uniform inside a solid conductor 
or inside a hollow con- 
ductor if there are no 
charges inside, and, 
therefore, the force 
there is zero. Furtherj 
if we imagine (cf. Art. 

5) that each line tends 
to contract longitudi- 
nally, whilst lines pro- 
ceeding in the same 
direction tend to repel 
each other laterally, we 
have an explanation of 


the fundamental facts of attraction and repulsion. 

Imagine now a small closed curve (Fig. 176) to be 
drawn on the surface of a charged body, and lines of force 
to be drawn through every point of this curve out into the 
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medium ; these lines will form a tubular , surface enelosing 
a portion of the medium. The tube thus formed has beea 
called a tube of force. If we suppose the wliole surface 
of the charged body to be marked out by a network of 
closed curves, and a tube of force based on each mesh of 
the network, then the whole medium in which the field of 
force exists will be divided up into tubes of force, which 
touch each other laterally and 
fill the entire space, and, fur- 
ther# when these are conceived 
on a definite plan (to be given 
later) so that a definite num- 
ber emanate from a definite 
charge they are called unit 
tubes. It is apparent that 
as the electric force decreases, 
the tubes widen ; in fact, the 
electric force at any point in a 
tube of force can be shown to vary inversely as the area 
of cross section of the tube at that point. 

It should be noticed that, as indicated in the case of 
lines of force, these hibes are not endless. They are assumed 
to start from the surface of the charged body, extend out 
into the medium, and the outer end of each tube is found 
at the surface of contact of the medium with some con- 
ducting substance. Thus if a positively charged body be 
hung up by a silk thread in an empty room, the tubes of 
force starting from the surface of the charged body are 
terminated by the conducting walls of the room, and the 
medium between the body and the walls may thus be 
mapped out into these tubes of force, it will also be found 
that at each end of a tube of force where the insulating 
medium is in contact with the surface of a conductor elec- 
trification exists. The charge or quantity of electricity at 
one end of a tube is equal and opposite to the charge at 
the other end. 

It has been indicated that the insulating medium is 
. stmined, and when this efect and inductive displacement 
in general are under consideration the field- is spoken of as 

field of induction, and the lines and tubes in the medium 
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as lines and tubes of induction, Tlie charges at the ends of 
a tube have been stated to be equal and opposite, and ihk 
is another way of saying that the medium in the tube is in 
a state of strain, and the surface effects associated with this 
strain, at each end of the tube, are equal in magnitude, but 
opposite in sense. The energy of the electrihcation appear- 
ing at each end of the tube lies in the strained medium 
which Ms the tube. The nature of the strain in the 
medium is such as would be produced by a tension along 
the length of the tube, and a pressure at right angles to its 
length. Faraday expressed this by saying that the tubes 
tend to contract and to repel each other, that is the strain 
in the medium is such as would be produced by each 
tube tending to contract, and at the same time to get 
thicker. 

It will be evident from the preceding that corresponding 
to the charge or electrification on any body there is always 
an equal and opposite charge on the surface of the con- 
ductor or conductors at which the tubes of induction com- 
ing from the surface of the charged body terminate, and 
further that the force of attraction or repulsion between 
charged bodies is due to the state of stress.m the interven- 
ing medium. 

The reader should thoroughly grasp the idea that when 
an electrical field is considered as a field of force, the stress 
in the field is under consideration, but when considered as 
a field of induction the strain in the field is dealt with. In 
ordinary media, such as air, stress and strain are in the 
same direction, that is, force and induction have the same 
direction and tubes of force therefore coincide with tubes 
of induction. Strictly speaking,- however, tubes of force 
, have to do only with the electric force and the associated 
* stress in the field, while tubes of induction have to do with 
the strain, and therefore with the electrical charges in the 
field. Thus the property referred to above that a tube in 
air has equal and opposite charges at its extremities is 
properly the property of a tube of induction, and is true 
for tubes of force only because in air they coincide with 
tubes of induction. 

Let us imagine a charged insulated conductor to be 
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placed OR a table in tlie middle of a room. Each sur- 
ronndiiig object is subjected to the indoctke action of this 
charge ; if it be a conductor, then electrical displacement 
takes place without producing anj strain, and therefore 
without calling up any opposing stress, in the substance ; 
if an insulator, then slight electrical displacement takes 
place, until the stress produced by the strain thus induced 
balances the displacing electric force, and equilibrium 
obtains. As results, therefore, we find induced on 

the conductors and a strain in the insulators If a com 
ductor be insulated, then the induced charge on ^ the side 
remote from the inducing charge transmits the^ inductive 
action into the space beyond ; if earth-connected, then the 
inductim action does not travel fuHlier. Thus, in the ease 
considered, the field of induction is bounded partlv b} the 
earth-connected wails of the room, and partly by the earth- 
connected objects which intercept the inductive action 
before it reaches the walls. 

Figs. 177-184 will serve to illustrate many of the state- 
ments of this and preceding sections. 

Fio*. 177 M shows the tubes of induction emanating trom 
an isdated charged sphere, and Pig.177 (6) showsthechanp 
when the sphere is placed within an earthed can. As the 
nature of the strain is such that the tubes tend to shorten 

it is evident that the di_s- 

tribiition of the strain 
will be such that the 
surfaces bounding the 
positive and negative 
faces of the strained 
medium will be as near 
together as possible. 

Thus the tubes from the 

siu^ tlae chargee at the eiide o£ a 


Fig. X77 
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In Fig. 178 let G be positiTely charged and the con- 
ductor AB be placed into position ; then the distribution 
of strain in the field is indicated in the figure. The strain 
in the space occupied by AB is annihilated, and in the rest 
of the medium the redistribution of the strain gives the 

field here indicated. 
Where tubes of in- 
duction starting 
from G terminate on 
the conductor at the 
end marked A there 
will be negative elec- 
trification. Where 
new tubes start from 
the end B of the con- 
ductor and spread 
out into the medium 
to terminate on the 
walls of the room 
Also, since the con- 
ductor AB is initially in a neutral state the positive 
electrification at B must be equal in magnitude to the 
negative electrification at A, that is, the number of tubes 
terminating at A will be equal to the number starting 
from B, 

It will be seen that induction considered in this way is 
really a question of the redistribution of strain and strain 
energy in the medium round G consequent upon the anni- 
hilation of strain in the space occupied by the conductor 
AB, The result of this redistribution is that negative 
electrification is developed on AJ5 at A, and positive elec- 
trification, at B 

If AB he earthed the tubes of induction which pass 
from B to earth disappear, and most of the tubes which in 
Fig. 178 pass from 0 to earth now terminate on A, choos- 
ing the shorter distance OA to an earth-joined body; a 
greater negative charge is now at A (note how this con- 
demns the old idea of “ bound and free charges ”). 

Fig. 179 depicts the tubes of induction in the various 
stages of charging an electroscope by induction; the 



there will be positive electrification. 
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reader, will be able to mate out tbe explaaatioa for Mm» 
self. 

The distribution of charge on charged conductors, L&» 
the' accumulation of the charge at points of greatest curira- 
ture (Art. 72) may also be inferred from a consideration 
of the tubes of induction indicating, the distribution of the 
strain in the medium interTening between the iiiduci.ng 
and induced charges. If, in a redistribution of strain in 
the mediiim, the area from which a tube of induction 
starts, or at which it terminates, decreases, this implies 
that the charge, which, before the redistribution, resided on 



a given area of the charged surface, resides, after the re- 
distribution, on a smaller area ; that is, narrowing of the 
tubes of induction at any part of either surface indicates 
an accumulation of the charge at that part. Hence in 
induction diagrams wherever there is concentration of 
strain in the medium the tubes of induction appear to 
shorten and narrow, and the charges, initial and induced, 
tend to accumulate at those positions of the charged 
surfaces which are separated by regions of greatest strain. 
The distribution of surface charge is, in fact, only another 
aspect of the distribution of strain in the medium. 

%us in Fig. 180 (a) the distribution of the tubes of 
induction surrounding the charged spherical conductor is 
seen to be symmetrical. If, however, the spherical con- 
ductor be supposed to take the form shown in (5), then the 

M. ANDB. 
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tubes of induction shown in take up the new forms 
and distribution shown in (h), and concurrent with this 
change of distribution of strain there is the redistribution 
of the charge indicated by the changes in the terminal 

areas of the tubes. 

g \ ^ \ J (^) the terminal 

areas are all equal, 
_{/ charge 

uniformly distri- 

^5 I f / i \ buted ; in (h) the 

(a) Fig. 180. (6) areas are unequal, 

that is, the charge is 
"■v 1 . no longer uniformly 

Xv — — I — <j 2 distributed, but is 

~6~/ — r — j — 4 — Cd" densest where the 

o j i terminal areas are 

Fig. 181. smallest. In Fig. 

181 the redistribu- 
tion of (h) is carried further, and it is evident that the 
density of the charge will be very great round the edge of 
the disc. 

Fig. 182 gives the \\\\ I / / \\\l J / / 

tube of induction \\\\\ ///X 
diagram for a coii- "XXV 
ductor with a re- 
entrant hollow on 
its surface, and in- 

dicates why there /// I v"" \\ '' ' 

is no chai'ge in the ' 

hollow. When, in- Fig. 182, Fig. 183. 

stead of a hollow, 

there is a protuberant point or knob on the surface of the 
con.luctor, an accumulation of cliarge is found on the 
protuberance. This accumulation is an effect of strain 
redistribution similar in character to the absence of charge 
on the re-entrant hollow ; the tube of induction diagram 
for this is given in Fig. 188. 

Fig. 184 is an instructive diagram, showing how the 
tubes of induction are modified as the two spheres 
charged as indicated are moved into the uniform field 
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betweea the plates charged as shown for siniplicitj the 
,, other six tubes passing between, the spheres haire been 
omitted .from the mi Jdie diagram. . 

Fig. 184a ■ shows the tubes in 
the case ■ of a charged sphere A 
inside an insulated hollow con- 
ducting sphere jB, but not situated 
at the centre , of the latter. The 
distribution inside ■ is ' irregular, 
as shown,- but outside the ' dis- 
tribution is uniform. The num- 
ber of tubes leaving the outside 
surface is equal to the mimter 
terminating on the inside surface, 
Le, is equal to the number em- 
anating from A, An additional 
charge may be given to B, or the 
outside charge on it may be re- 
moved without affecting the in- 
side distribution. 
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78 . F3?TO-eiectrioity and Pieao 
electricity.— -When certain crystals 
{e.g. tourmaline) are heated uniformly 
one surface becomes positively elec- 
trified, and the opposite surface 
negatively electrified ; when cooled 
the electrifications are reversed. The ** pole” exhibiting positive 
electrification on heating is called tkQ amlogom pokf and the one 
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which develops negative electrification on heating is called the 
antilogous pole. This phenomenon is termed pyro-electricity. 

In investigating the subject, Kundt heated the crystal and then 
allowed it to cool. A mixture of red lead and sulphur was then passed 
through muslin on to the crystal. By friction the red lead became 
positively electrified and the sulphur negatively electrified, and they 
arranged themselves on the crystal accordingly. Gaugain found that 
the degree of electrification was proportional to the change in tem- 
perature and to the cross-section of the tourmaline, but indepen- 
dent of the length ; further, if a crystal be broken into many pieces 
it has been shown that each piece exhibits the properties mentioned. 
More recent experiments by Rieche show that the electrification is 
not strictly proportional to the change in temperature, but is ex- 
pressed by an equation of the form 
E ^ at 

where t is the change in temperature, and a and h are constants. 
For some time it was considered that pyro-electricity was confined 
to hemi-morphio crystals, but Hankel showed that certain other 
crystals with unequal crystallographic axes exhibited the property. 

The brothers Gurie, in 1880, discovered that if tourmaline was 
subjected to compression in the direction of the axis of electrifica- 
tion observed in the phenomenon of pyro-electricity, then the same 
electrifications were observed as if the crystal had been cooled, 
whilst if it was subjected to extension the same electrifications 
were developed as if it had been heated ; this phenomenon is 
termed piezo-electricity. The Guries found that the opposite 
charges were equal in magnitude, and that the variation in the 
charge was proportional to the variation in the force applied. 

This has led to the introduction of the piezo-electric balance 
or electrometer, an instrument for the production of known but 
small charges of electricity. It consists of a quartz plate, suitably 
cut and dimensioned, with arrangements for supporting known 
weights. If the load be increased an additional charge is de- 
veloped proportional to the additional load, and the charge can, if 
desired, be calculated from the dimensions and constant of the 
instrument. This instrument has been used by if. and Mme 
Gwrie in their investigations on radio-activity. 

Lippmann has suggested that there should be reciprocal effects to 
those referred to above, viz. a change in temperature in the pyro- 
electric crystals, and a change in dimensions in the piezo-electrio 
crystals when suitably subjected to electric strain. The latter has 
been definitely confirmed by the Curies, 

Amongst the substances exhibiting the properties mentioned in 
this section are tourmaline, quartz, boracite, fluor-spar, etc. 

Electrification of Gases.— When carbon burns in air the 
latter becomes positively electrified and the former negatively 
plectrified, when coal gas burns in air, the air is negatively elec- 
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Irified, wtieii a platinum ' wire glows in air, the air .is positively 
eiectrifieci, and the same result is obtained with other gases, save 

hydrogen, wiiieh becomes iiegatively eleetrilied. 

The splashing of liquids also results, in the eleetrificatbn of 
gases; thus, if water be allowed to splash' on a metal plate in air, 
the air around is negatively electrified, and the water spray 
positively electrified. “The' air around waterfalls exhibits eegatiya 
electri.fication, and the water spray positive. Other substances in 
the water may modify the result, a fact which is readily obseryed 
in the case, of salt ; thus the air near the sea is positively electrified 
and the water spray is negative. 

Further details appear in subsequent chapters. 


Exercises ¥. 

Section A. 

(1) Explain the following terms Conductor, insulator, , dieleo 
trio, electric field, line of force, tube of induction, potential 

(2) Give examples of — (<x) a body with no charge, but at a nega- 
tive potential j (6) a body with a positive charge, but at zero 
potential ; (c) a body with a positive charge, but at a negative 
potential. 

(3) How would you prove experimentally that in the case of an 
electrified circular plate (a) the potential is the same at ail points of 
the surface, (6) the density of the charge is greatest at the edges ! 

(4) What are the main points of difference between an insulated 
electrified can with no charged body inside, and an insulated can 
with a charged body hanging inside? Describe Faraday’s Ice-paii 
experiment. 

(6) Write a short essay on “ Theories of Electrification,” 


Section B. 

fl) Two similar deep metal jars are placed on the caps of two 
similar electroscopes at some distance apart, ^ and the caps are 
connected by a fine wire; a positively electrified ball is lowered 
into one of the jars without contact. Explain the effect as to 
potential and divergence on both sets of leaves, and also that 
which occurs on breaking the wire connection by means of a silk 
thread and then removing the ball without aUowmg it to touch the 
. ., (B.E.I 
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(2) A lioilow metal vessel is insulated and charged to a potential 

F; and the following operations are successively performed :— 
(a) An insulated metal ball is lowered into the jar without touching 
it; {b) the ball is momentarily earth-connected; (c) the Jar is 
momentarily earth-connected ; and {d) the ball is removed to a dis- 
tance. State the changes of potential of the Jar and the ball at 
each stage. (B.E.) 

(3) Give a careful freehand drawing of the lines of force due to a 
charge of 4 units of positive electricity at and one of 1 unit of 
negative at B. if the distance between A and B is 2*5 centimetres. 

(B.E.) 

(4) An insulated ice-pail and an insulated brass bail, are both 

charged with positive electricity at a distance from each other, the 
pail to a high potential and the ball to a low potential. The ball is 
then brought near the pail and lowered into it without touching it 
until the bottom is reached. After contact the ball is entirely 
removed. Describe the changes in potential both of ball and pail 
{a) before contact, {h) on contect, (c) after removal. (B.E.) 

(5) A positively charged conductor is brought near an insulated 

uncharged brass ball. Is the potential of the ball altered thereby ? 
Would this alteration (if any) be modified by the ball having a 
needle sticking out of its surface, and would any such modification 
depend on the position of the needle ? (B.E.) 


Section C. 

(1) A deep metal can is placed on the top of a gold leaf electro- 

scope, and a positively charged conducting body is lowered into the 
can without contact. Draw a figure showing all the charges exist- 
ing when the body is in the can, and state what happens to each 
when (a) the body touches the inside of the can, (6) the can is 
subsequently touched by an observer. (Inter. B. Sc.) 

(2) If a metal ball, hung by a dry silk thread, be made to touch 
the. inside of an electrified metal jar, and then carried to an electro- 
scope, the electroscope is not affected, but if the electroscope is 
connected with the inside of the jar by a wire it receives a charge. 
Account for the difference between the two results. (Inter. B.Sc.) 

(3) Define the term potential as applied to conductors in electro- 
statics. 

Show that the potential must be the same at all points in the air 
space completely surrounded by a conductor. ( B. Sc. ) * 


See Chapter VI, to make a complete answer to this question. 


CHAPTER VI, 


ELEGTEOSTATIOS.-~-EirNDAMENTAL THEOEY. 

80. Quantity of Electricity; Unit Quantity. — 
The force of attraction between two oppositely electrified 
bodies, or the force of repulsion between two similarly 
electrified bodies, is found to depend on three. things — the 
degree of electrification of each of the bodies, their distance 
apart, and the nature of the intervening medium. The 
more strongly electrified the bodies are, the greater is the 
force of attraction or repulsion exerted by them, and 
the further the bodies are apart the less is the force 
between them. 

Imagine two small positively charged bodies separated 
by any definite distance, and suppose the charge on on6 to 
be doubled, then the force of repulsion between them will 
also be doubled. Similarly, if the charge on the other 
body be doubled, then the magnitude of the force is again 
doubled — that is, by doubling the charge on each of the 
bodies the force is quadrupled. Similarly, if one charge 
be doubled while the other is trebled, the magnitude of 
the repelling force will be increased to six times its original 
value. This result can be expressed generally by saying 
that the force exerted between two charged bodies variec as 
the product of their charges. 

Considering the second condition on which the magni- 
tude of the force depends, it is found by experiment (Art. 
121) that if the distance between two charged bodies be 
doubled, then the force is reduced to one- fourth of its 
original value— that- is, the force exerted between two 
charged bodies varies inversely as the square of the distance 
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dynes. 


between them. This law is rigorously true only when the 
charges are supposed to be concentrated at points. This 
involves a physical impossibility, but the law may be 
taken to be very approximately true when the dimensions 
of the charged bodies are small compared with the distance 
between them. 

Experiment shows that the laws stated above hold for 
any given medium ; but the actual magnitude of the force 
under given conditions varies with the nature of the medium. 
To state the facts mathematically, if q and f denote the 
charges (strictly point charges), d the distance apart, and/ 
the force between them — 


where a is a constant depending only on the medium and 
on the units we decide to adopt. 

Let the surrounding medium be air, and let / be 
measured in dynes and d in centimetres. It will clearly 
be convenient to so choose our unit quantity that the con- 
stant a becomes unity under these circumstances, and this 
will be so if unit quantity be defined as that quantity which, 
when placed one centimetre in air from an equal and like 
quantity, repels it with a force of one dyne, for if g = g' = 1 
(unit quantity), d = 1 (cm.), and/=: 1 (dyne), it follows 
that a =: 1. Hence, adopting this unit charge, the force 
in air between two point charges, q and at distance d 
centimetres apart, is given by 


For any other medium the constant a must be intro- 
duced ; a is really equal to IjK (Art. 95), where K is the 
specific inductive capacity of the medium. Hence, the 
more general formula is written — 

Kd^' 

As indicated, the above is strictly true only for point charges, i.e. 
two charges concentrated at two points. In the case of two charged 
spheres it can be shown that if the charge on each remained nni- 
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formiy distributed each sphere would act as if its chai ge were 
concentrated at its centre^ and the formula would apply, d being the 
distance between the centres. In practice, however, each charge 
disturbs the distribution of the other, so that the formula above 
does not give the actual force j but the error is small if the spheres 
are small compared with their distance apart. 

Tlie above unit quantity is known as the C,G.8. electro- 
static unit quantity ; hence — 

The C.G-.S. electro- The practical unit is 
static unit of quantity the coulomb ; it is equal to 
is such that if placed one 3,000,000,000, i.e, 8 X 10® 
centimetre in air from an electrostatic units, 
equal, and like quantity 
it repels it with a force 
of one dyne. It has no 
name. 

Another quantity unit known as the ‘‘ C.G-.S. electro- 
magnetic unit ” is employed in current electricity j it is 
equal to 3 x 10^® electrostatic units ; thus the coulomb is 
of the electromagnetic unit. 

The “electron” = 4-65 x unit = 1'55 X 10^*® e.ni. 

unit = 1*55 X 10”^® coulomb (Chapter XXIIl). 

The reader will remember that unit magnetic pole was defined on 
the assumption that the permeability of air was unity, and on 
this a system of units, known as the dectrcmiagnetio system^ is based 
Unit quantity of electricity has now been defined on the assump- 
tion that the specific inductive capacity K of air is also unity, and 
on this a system of units, known as the dectrostcdic system, is based. 
It will be seen later that these two assumptions, viz. that K 
and fi are unity for air, are incompatible. 

Example, Two small spheres, each of mass m grammes, are sus- 
pended from a point by threads^ each I cm. long. They are equally 
charged, and repel each other to a distance of 
2d cm. If = 981, express the charge on each 
in electrostatic units, electromagnetic units, and 
coulombs. 

The forces*on the sphere A (Fig. 185) are 

(1) The weight, mg dynes. 

(2) The repulsions, viz. dynes. 

(3) The tension of the thread, 

and these are in the directions indicated. Fig. 185. 
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An examination of the figure will show that the triangle ODA 
has its sides parallel to these forces ; hence the forces are propor- 
tional to the sides of this triangle to which they are parallel TWs, 


mg 


DA 
'' GD 


s/p - d‘^' 
-.e. q = / 

JP - V i 


4d^mg 


dmg 
(P- d'^)^ 


e.s. mBits. 


In electromagnetic units the charge is g/{S x and in coulombs 

ql[Z X i0«). 

81. Electrical Poteatial. Unit Potential.— In Art. 
67 potential has been defined in a general way as that 
electrical condition which determines the direction in 
which electricity will flow, or tend to flow; we proceed 
now to the principle upon which the actual measurement 
of electrical potential is based. 

In practice the earth is taken as the zero of potential, 
because, owing to its size, none of our experiments are 
likely to alter its potential. Strictly, however, it is only 
at infinity that the force dtie to a charge, or system of 
charges, is zero, and, therefore, in mathematical investiga- 
tions, the zero of potential should be taken at infinity. 
The potential difference (P.D.) between two points is, 
however, the same; whether the practical or the mathe- 
matical zero be taken, and in practice it is really only with 
potential diflerences we are concerned. 

Let A (Pig. 186) be a positively charged body, no 
other charge being near; the potential falls from its 

positive value 
at A to zero at 
^ infinity. Ima- 

® giueDtobea 

Fig. 186. unit positive 

« . m 1 • -i ♦ charge at in- 

finity. To bring this unit charge from infinity to 0 work 
must be done against the repulsion of A, more work must 
be done in bringing it to B, and still more work in brine 
jng It to The work so done has its equivalent in the 
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potential energy gained . by. the unit charge .iii: .virtue ,of 
the change in its. position 'relative to the charge at A. . ^ ... 

If IFj ergs of worh he done in moving the positive unit 
from infinity to 0, electrostatic units is the potential at 
this point 0>:due to the charged body A; if ergs of work 
he done in moving the positive unit from infinity to B, 
electrostatic units is the potential at and the potential dif* 
ference between B and Gis { — Wf) electrostatic units ; the 

latter is evidently numerically equal to the work in ergs in 
moving the positive unit from 0 to B, i.e, is numerically 
equal to the difterence between the potential energy of the 
unit charge at B' and at G, Finally, electrostatic units 
is the potential of the body ^ if Wg ergs of work be done in 
moving the positive unit from infinity up to it. 

If the charge at A be taken as negative instead of 
positive, no work woidd have to be done in bringing up 
the unit positive charge, but the force of attraction which 
the charge exerts would do work in so bringing it up. 
Hence, the potential at A, B^ or 0 is said to be negative, 
for the unit charge,, instead of having, as it were, to be 
pushed up against the force of repulsion exerted by the 
charge on -4, is pulled up by the force of attraction due to 
that charge. 

To summSirhet-^The potential at any point in the field 
surrounding a charged body is r presented numerically by 
the work done on or by a positive unit charge in moving from 
infinity, regarded as the zero of potential, to ihe point in 
question; the F.I). between two points is represented nu- 
merically by the work done on or by a positive unit charge 
in moving from one point to the other. Hence— 

The practical unit 


The potential at a xsoint 
is one C.Cx.S.' electrostatic 
.unit if one erg of work is 
done on or by a positive 
'/■unit ' charge in moving 
from' infinity to that 
point. ■ ' It has : no name. 

The 


the volt I it is ep^ual to 
of an electrostatic unit. 
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between two points is W ergs, the potential difference between the 
;two points is W units of potential, no6 W ergs. 

Another potential unit, known as the O.Q-.S. electro- 
magnetic unit,” is employed in current electricity. One 
electrostatic unit is equal to 3x10^° electromagnetic 
units; hence the volt is equivalent to X 3 x 10^°, i.e. 
10^ electromagnetic units. 


82. Potential at a Point in an Electric Field. — 

Let a positive charge of 
Q units be placed. at 0 

^ (Fig. 187), and let the 

Big. 187. points a, 5, c, . , , n be 

supposed to be very close 
together along the line OB. The electric force at a, 
that is, the force which a unit positive charge at a would 

experience, is and similarly the electric force at & is 
Therefore the average force for the very short dis- 
tance ah may be taken as which is the geo- 

Oa . Oh ” 

metric mean of the values at a and h. The work done 
when unit quantity of electricity is moved from & to a is, 

therefore, measured by . . ah, that is, by 

Oa .Oh 

G r\r.\ Q ^ Q 

Oh' 


Q 

{Obf 


Oa . Oh 


(Oh’-^Oa) or 

Oa 


That is, the diSerence of potentials at the points a and h is 
Va^Wh' difference of potentials for the 

points 6, c is 

It follows from this that the difference of potential for 
the points a and fi, separated by a finite distance an, is 

^ Q -I') + f A- ^7+ 

Oh) ^ KOh Ocj ^ \Oc OdJ ^ ‘ 
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this OTidentlj reduces to 

_Q^Q 

Oa On 

and if n be assumed to be at an infinite distance from 0 
the potential at a is measured by 

Oa 00 Oa* 

That is, the potential at a point P distant r from a point 
charge Q is given by 

O 

Potential at P = e.s. imits, 
r 

and the potential difference between two points distant r 
and from Q is given by the expression — 

p.B. = e.s. units. 

rr^ 

In the above the medium has been assumed to be air, 
for which K is taken as unity. In the case of any other 
medium the force at a, for example, is not Q/(Oa)^ but 
QjK^OaY \ making this change in the mathematics the 
last two expressions become — 

Potential at P = ^ ; P.D. = ^ — 1 V 

Kr K\r rj 

The work done in moving the positive unit from infinity to a 
given point in a field, or from one point to another, is independent 
of the path described. This is proved in the same way as the 
corresponding proof in Magnetism (Art. 19). 

The reader acquainted with the Calculus will understand the 
neater proof — 

i:,-— [-.'I 



and if ri =5 oo 2 IM = 0 and the potential at distance r = Q/r ; the 
medium is, of course, air. 
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■ In.': tlie case of ' a, tiaiforHily cJiarged" coaductiiig 
sphere of radius E cm., no other charge being near, the 
lines of force diverge as if from a point charge the centre 
(Fig, 171), and in fact the sphere acts at external points 
as if its charge were concentrated at its centre. Hence if 
Q be the charge, the potential at an external point distant 
r cm. from its centre is Q/r or Q/Kr, and the potential 
of the sphere itself is Q/Jhox QIKR. Whether the 
sphere be hollow or solid the latter expressions give the 
potential not only of the outer surface hut also of the whole 
interior, provided, of course, there is no charged body inside 
in the cape of the hollow sphere. 

Potential is a scalar quantity; 
the potential at a point due to a 
number of charges is simply the 
algebraic sum of the potentials due 
to each. 


Mg. 188. 


Examples. (1) A, B, G, D, E, F are 
the angular points of a regular hexagon 

{Fig, 188). The charges at A, B,G,E, Fare 
+ 1, -f 2, ~ 5, -}- 3, —4 electrostatic units. 
If each side of the hexagon he 1 cm. 
and the medium he air, Jind the potential 
at I). • 


GD s= 1 cm., EE = 1 cm., AE = 2 cm. 

BD^FD=. + gif 4- %BG.GE cos = -/S cm. 


Hence, if the potential at D ; — 


, 3 

V3 1 1 ~ 


— ~ (1’5 4- J ^3} e.s. units. 


(2) W%thm a spherical vessd of brass 1cm. thick, the external dia- 

t » diamOtr U hnwjhy a 

sfk thread so ptat the centres of the two spheres coincide. If the hall 
iS charged with -f- 36 of electricity, and if the potential of the 
vessel ts 7 imits, what ts the potential of the hall I ■ 


are 4 cm., 6 cm., and 7 cm. 

on the outer surface its potential will be Qfl f 
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The charge on the ball is -f- 36, therefore the charge induced on 
the inner surface of the vessel is - 36. The potential of the ball is 
the sum of the potentials due to its own charge and the charges on 
the vessel ; thus if F be the potential of the ball— 

30 36 , 49 .. 

F s= ~ ^ = 10 6.S, units. 

4 6 7 

Wote . — In the aboi’e the outer vessel has an independent charge. 
If til© outer vessel is merely acted on inductively by the charge on 
the ball the outer charge would be 4- 36, the potmitial of ball 
would b© , 


r = 


36 


36 , 36 Q, ^ ^ .. 

^ 4_ = 8f e.s. units, 


and the potential of the vessel would be 36/7 = e.s. units. 

If the outer vessel were earthed the charge + 36 on its outer 
surface would disappear, its potential would, of course, be zero, and 
the potential of the ball would be 


F = 


4 6 


= 3 e.s. units. 


83. Hqnipoteatial limes and Surfaces. — An. eqni- 
potentiai surface is tlie locus of all points having the 
same potential. An equifotential line is the line in which 
an equipotential surface is cut hy a plane ; thus the equi- 
potential lines in Fig. 189 are the lines in which the equi- 
potential surfaces are cut by the plane of the diagram. 

Imagine a charge to be concentrated at a point A, 
then all points at the same distance from the charge 
have the same potential, that is, the equipotential surfaces 
in this case are a series of concentric spheres having their 
centre at the point A, The potential at each of the spher- 
ical surfaces is different, but for all points on any one 
surface it is the same ; that is, work has to be done to 
move a positive unit of electricity from one surface to 
another, but no work is done in moving it from any point 
on a given surface to another point on the same surface. 

From this it follows that the lines of force are at all 
points normal to the equipotential surfaces, for if no work 
is done in moving electricity from one point to an adjacent 
one on an equipotential surface, then the direction of 
motion must be everywhere perpendicular to the lines of 
force. In Fig. 189 the traces of the equipotential surfaces 
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surrounding the charge are shown as concentric circles, 
and the lines of force in the plane of the paper are shown 
as straight lines radiating from the centre. 

It is convenient in drawing equipotential surfaces to 
represent them so that unit quantity of work must be done 
in conveying unit quantity of electricity from any one sur- 
face to the next. When so drawn the distance between 
consecutive surfaces gradually increases as the distance 
from the charge increases. For the greater this distance 
the weaker the force exerted by the charge, and therefore 
the greater must be the distance through which it has to 
be overcome to do unit work. 

If a charge be uniformly distributed on a spherical con- 
ductor its action at all external points is the same as if the 
charge were accumulated at the centre of the conductor. 
Hence the equipotential surfaces surrounding such a sphere 
are concentric spherical surfaces having the centre of the 

sphere as their com- 
sV — centre. The sur- 
\ / sphere is 

\ / Tn. equipotential 

surface, for with stati- 
/ \ cal electricity there can 
\ A—--/ / difference of po- 

tential between any 
\ two points of a con- 
ducting body. 


L' Exp. To map the equi~ 

I potential Knee for a posi- 

I lively charged isolated 

sphere. — Consider the 
y*- case of a conducting 

/ sphere of 1 cm. radius 

\ / (in air) charged with 12 

/ units ; the potential of 

its surface is 

12 units, and w aZso 

. , ® potential of all points 
equipotential line 11 will be a circle 
(approx.). The equipotential 10 will 
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be a circle of radios 1 *2 cm. ; tb© eqoipotential 8 a circle of radius 
1*5 cm. ; til© equi potentials 6, 4, 3, 2 and 1 circles of 2, 3, 4, 6 and 
12 cm. radius respectively. The equipotential zero is strictly at in- 
anity. Fig. 189 represents this, omitting the lines inside V =12, 

Pig. 190 shows the general effect on the shape of the 
equipotentials of bringing an insulated uncharged con- 
ductor 5 into the field of the charged sphere A. The 
former is acted on inductively and acquires a certain de- 
finite potential, assumed F in the figure ; thus the whole 
conductor B forms 


The point a has 
now a potential 
lower than Fj, 
whereas before the introduction of B its potential was 
higher than F|; this is due to the fact that there is an 
induced negative charge at* X. The point h has now a 
potential higher than F-j, whereas before the introduction 
of jB its potential was lower than this is due to the 
fact that there is an induced positive charge at Y, If B 
be earthed it forms part of the equipotential zero, the po- 
tential of A is lowered and all the equipotentials between 
zero and the value for A are crowded in between A and 
B ; the positive charge on B has disappeared and an in- 
creased negative charge has appeared at X. In Pig. 190 
the two horizontal lines are merely the top and bottom 
borders of the diagram. 

Exp. To map the equipotential lines due to two point charges — say 
one positive, the other negative — at a given distance. — -The equipo- 
tential circles for each charge are first drawn as indicated above, 
those for the positive charge being marked -f and those for the 
negative charge Where two circles intersect the actual value of 
the potential is the algebraic sum of the potentials indicated by the 
two circles, and by joining all intersections having equal values we 
obtain an actual equipotential line. Thus the equipotential 0 will 
be given by the intersection of, say, + 6, - 6 ; -f 7, — 7 ; + 8, - 8, 
etc.; the equipotential 1 by the intersection of + 6, - 5 ; -j- 7, - 6, 
etc. ; the equipotential — 2 by the intersection of - 8, -f- 6 ; - 9, 
q- 7, etc. The actual values most convenient to work with in any 

■ M.ANDE.' ■ ' 16 



part of the equi- 
potential F in the 
figure, and the other 
equipotentials are 
distorted as shown. 
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case will depend upon the magnitude of the charges and their dis- 
tance apart. 

Fig. Ill for the two poles N and S will also represent 
the equipotential lines for two e^ual op^posite charges. 

Fig. 191 giyes the eqiiipo- 
tential lines for two unequal 
like charges J. -f 4 and 
J5 = -f 1 ; the dotted ovals 
are the eqnipotential lines, 
and the continuous lines cut- 
ting the equipotentiais at 
right angles are the lines of 
force which are identical with 
those of Fig. 174. 

The dotted lines of Fig. 192 
are the equipotentiais in the 
case of a ‘positively charged sphere A acting inductively on 
an earthed sphere J?, and the 
continuous lines are the lines of 
force. 

« 

84. Electrical Oapacity, — 

TTnit Capacity. — In Art. 82 it 
has been noticed that the poten- 
tial produced in a spherical con- 
ductor by a given charge varies 
with the size of the conductor ; 
thus, if a charge of + 20 electro- Fig. 192. ' 

static units be given to a sphere 

(in air) of 10 cm. radius, the potential of the sphere will be 
20/10, i.e. 2 electrostatic units, but if the same charge be 
given to a sphere (in air) of 4 cm. radius the potential 
will be 20/4, i.e. 5 electrostatic units. Further, it can be 
shown by experiment that if the same charge be given to 
any two conductors differing in size or form different 
potentials will be produced in these conductors. 

These facts may be expressed by saying that different con- 
ductors have different electrical capacities^ and tlie elec- 
trical capacity of a conductor may be defined as the 
iratio of the charge given to the conductor to th§ 




Fig. 191. 



Quantifcj 


7 = ^ , ie. Potential — — , 

G Capacity 

CVr Quantity = Capacity x PotentiaL 
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f oteatial prodmcel in tlie conductor' Tbj tliat ciiargc- 
That is, if a charge Q given to any conduQ|;or produce in it 
a potential F, then the capacity of the con&ctor is given by 

"“T’ 

where G denotes the capacity of the conductor. Another 
way of expressing this definition is to say that the 
capacity of a conductor is measured by the' ^.nantity 
of electricity necessary to raise the conductor to 
unit potential. Thus, if a charge of 10 units of elec- 
tricity raises the potential of a conductor to 5 units, then 
the capacity of the conductor is given by the ratio = 2, 
that is, the conductor requires 2 units of electricity to 
raise it to unit potential. Hence — 

A conductor has a ca- 
pacity of one C.G.S. elec- 
trostatic unit if the elec- 
trostatic tinit quantity 
raises its potential by one 
electrostatic unit. It has 
no name. 


The practical unit is the 
farad ; a conductor has a 
capacity of one farad if 
a charge of one coulomb 
raises its potential by one 
volt. The farad = 9 x 10^^ 
e.s. units. 

Another capacity unit is employed in current electricity ; 
it is known as the “ C.Q-.S. electromagnetic unit,” and is 
equal to 9 X 10®*^ electrostatic units; thus the farad is 

electromagnetic unit, as may also he seen from the 
relation 

1 farad ^ —. A electromagnetic unit 

1 volt 10® electromagnetic units 

r= electromagnetic unit. 

It is advisable to remember three forms of the algebraic 
relation given above, viz. 

Q 
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If G be tbe capacity of a condnctor in air^ a charge of 
0 e.s. units will raise its potential to 1 e.s. unit in air. 
If the conductor with this charge G be now immersed 
in a medium of specific inductive capacity K, its poten- 
tial will be l/JT of wbat it was in air (Art. 82), i.e. its 
potential will be IjK e.s. unit. To bring it up to unit 
potential in this medium tbe charge must be increased 
"K times, i.e. a charge AD e.s. units will be necessary 
to raise its potential to 1 e.s. unit in this medium. 
JSencBt if G he the cajpacity of a conductor in air, its 
capacity in a medium of sjpecific inductive capacity K is 
KG eX units. 

We have seen (Art. 82) that if Q, e.s. units be given to 
a spherical conductor of radius A cm., embedded in a 
medium of specific inductive capacity A", the potential of 

the sphere is e.s. units. If G denote its capacity in 

this medium, its potential is also given by the expression 

; hence G = KM. With air as medium K is unity, and 

this reduces to 0 = 12. Hence the capacity of an isolated 
sphemad conductor in air is, in e.s. units, numerically egual 
to its radius in centimetres } in a medium other than air, 
the capacity, in e.s. units, is numerically equal to its radius 
in centimetres multiplied by K. 

If two conductors charged to ditoent potentials are 
brought into contact, they take up a common potential 
and share the combined charge in direct proportion to 
their capacities ; for example, if two conductors of respec- 
tive capacities 3 and 5 are made to share their charges, 
then one takes | and the other | of the combined charge! 
To determine the common potential which two or more con- 
ductors take on sharing their charges we must remember 
two things— first, that the total quantity of electricity is 
the same before and after sharing; second, that the 
capacity of two or more conductors in contact with one 
another is the sum of the individual capacities of the con- 
ductors. Thus, if two conductors of capacities C and G 
be charged to potentials Tj and F, respectivelj, then op 
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being placed in contact they will take up a comMon 
potential F given by 

0,F. + C,F,= (0, + 0,)F; 
or Y =: 

G, + G, 

Tbe expression OjFj + gi'^es tbe quantity of elec- 
tricity before contact, and (Cj + 0^)V expresses tbe same 
quantity after contact and redistribution of tbe charge* 
Tbe conductors are here supposed to be put in contact in 
such a way that tbe distribution of tbe charge on one con- 
ductor is not influenced by the near presence of tbe other 
conductor. Eor example, tbe two conductors at a distance 
from each other and from other conductors might be 
joined by a long thin wire of negligible capacity. 

Tbe fact that the charge divides between them in the ratio 
of their capacities is readily seen. If be tbe charge on 
the conductor of capacity Oj, and that on tbe con- 

ductor of capacity and if F be tbe common potential—r 

Qj = OjF and Q, = CjF, Qj : Qj = 0, ; 0,. 

Thus the charge on the conductor of capacity 0^ is 

G 

— L_ of the total charge on both conductors, and tbe 


C, + G, 


of tbe total 


0 ^+ 0 , 

charge on that of capacity G^ is 
charge. 

Examples. (1) A charge of 50 units raises the potential 

of a spherical conductor in air from 10 to 15 units. Find the radius 
of the conductor, 

Tb© capacity of the conductor is from the definition given by 


= ^ = 10 , 
10 5 ’ 


and since the capacity of a spherical conductor in air is measured by 
its radius, the radius of the given conductor is 10 cm. 

(2) A spherical conductor of 5 Cm, radius, and charged to a 
mteniial of 100 is placed inside a larger uncharged spherical 

conductor of 10 cm, radius, and made to touch its inner surface. 
Find the potential to which the larger conductor is raised {the medium 


'Si 



ELSCTUOSTATICS. — FUNBAMINTAL THBOBT. 


Here, all the charge from the smaller sphere passes to the larger. 
Henoe we have 


5xl00 = ldx ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ ^ 

where F denotes the required potential of the larger sphere. 

That is, 10F= 500, ’ ' 

or F = 50 O.G.S. units. 


(S) The smaller condticior of question 2, after having been dis- 
charged by contact with the inner surface of the larger conductor, is 
taken out and connected with the kitter by a long thin wire. Find the 
common potential which the conductors attain, and the charge on each. 

Here, if F denote the common potential of the conductors, we 
have 

F(54- 10) =(50x 10) + 0. 

That is 15F=500, 

F= 33*3 units of potential. 

The charge on the larger conductor 

— i-S X 500 = 333*3 units of quantity, 
and that on the smaller 

= X 500 ~ 166*7 units of quantity. 


(4) Compare the forces between two small spheres charged to the 
same potentials , (a) in air, (b) in a medium of specific inductive 
capacity K, 

If Qi and denote the charges in air, and d the distance apart-— 


Poroe in air = SlilSs, 


force is ^ of this, i.e 

XL 


When in the medium the capacity of each is increased K times 
BO that the charge on each must be increased K times to bring it 
up to the same potently as it was in air, i.e. the charges must be 
' FQi and KQ^ respectively. If the spheres were in air with these 
charges, the force between them would be — 

KQ^XKQ^ , 

but, as they are in a medium of specific inductive capacity K, the 


Force in medium = ~ ^ ^Q2 _ 


Thus, if potentials arejhe same in air and in the medium, the 

the same 

rnedinm 
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85. Surface Density of Uniformly Chaa^ed Spheres. 

— Conaider an isolated sphere of radius r cm., charged with 
Q units of eleetricily. The distribution is uniform ; hence 
if p denote the surface density — 

p = Q i.a.Q = 4.^p, 

Surface area 43rr* 

and, if F be the potential, 

7=QIKr,i.e.r=^. 

Agfl.in consider two spheres of radii and placed at a 
considerable distance apart, joined by a long fine wire, and 
charged. Let and be the charges, and 0^ the 
capacities, and V the common potential. Now 
Q^=0,F, Q,=0,F; /. Q,: Q,= G,: G,=zKr,iKr,=:r,:r,, 
i.e. the charges are directly as the radii. 

Again, if pi and denote the surface densities—* 

Q2 Ti . 




^2 . M 

i.e. surface densities are inversely as the radii. 

’ B6. Potential Energy of a Ch^ge. — In Art. 82 we 
have considered the electrical potential at a pomt due to a 
given charge. This must not be confounded with the 
electrical potential energy of a charge placed at that 
point. The potential of a charged conductor is the equi- 
valent of the work necessary to bring a unit positive 
charge from infinity up to the conductor, against the 
electric force exerted by the charge of the conductor, but 
the potential energy of the charge on the conductor is the 
equivalent of all the electrical work done in charging 

the conductor. - 

Consider a conductor charged with a positive charge Q 
to a potential F. That is, the quantity of electricity with 
which it is charged is denoted by Q, and the work ttot 
would have to be done to bring a positive unit of elec- 
tricity from infinity up to its surface when so charged is 
denoted by F. Hence, the quantity of work necessary to 



bring Q units of electricity from infinity np to tbe con- 
ductor, supposing its potential to remain constant at F 
during the process, is given by QV. This, however, is evi- 
dently not the work done in charging the conductor up to 
potential F, with Q units of electricity, for during this 
process the potential is not constant at F, but rises from 
zero to F in proportion as the charge is increased, the latter 
value being acquired when the charging is complete. 

The average value of the potential during the process of 

charging is therefore and the work done is the same 

as if the potential remained constant at this value during 
the process. Hence the work done in charging is given by 
and this, therefore, expresses the potential energy of 
a charge Q at potential F. If Q be expressed in the elec- 
trostatic units of quantity (Art. 80), and F in the electro- 
static units of potential, then the energy of the charge is 
.expressed in ergs. 

It is convenient to express the energy E in three forms ; 
fthus with Q, F, and G in electrostatic units : — 

= 40Fx F = ^OF®ergs 
lA Q ^ iQ^ 

The reader acquainted with the calculus will understand the 
neater proof, viz. — 


E 


=^QaY =|w.(ir= G^VdV. = iGV*. 


Loss of Energy on Sharing Charge.— We have 
seen that if two oondnetors, A and B, be charged say 
positively, .4 being at the higher potential, then on coni 
neetmg them together charge passes from 4 to .B until the 
two come to the same potential, hit the total quantity of 
electricity u the same before and after sharinq ; we shall 
now show that, although there is no loss of charge there 
%8 always a loss of energy in such cases. 
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Let and Fj = capacity and potential of -4. 

Let O3 and F^ = capacity and potential of B. 

Y = common potential -wlien joined. 

Q = charge wMch passes from A to B. 

The loss of the charge Q has lowered the potential of A 
from F^ to F, and the gain of the charge Q has raised the 
potential of B from Fg to F; hence— 


0,= 


^ Q 


F,-F^ 


ie. Q = o,(Fi-r). 

i.e. Q = G^{Y — Fg). 
0,F,-0 ,F=aF- 0,F,, 

F-Mi+lMa. 

+ 

Original energy of 4. + -H = | OjFi* -f I- G<^Y^. ^ 

Final energy of 41 -f ^ = I (^i + 0^) 

^ t (OT, + 0,F,)^ .y 
^ Ol + ^^2 

.% Decrease in energy 

= \ C.F.^ + \GJi - \ 


o. + o,- 


This expression is always positive; hence there is always 
a decrease in energy in such cases. The loss appears as 
heat in the connecting wire or appears as a spark. 

Example. A conductor A charged to a potential of 200 units^ is 
made to share its charge with a spherical conductor B of 20 cm. radius. 
The potential of this conductor is then found to be 100 C.G.S. units. 
Find the capacity of A and the energy of its discharge before am 
after sharing its charge with the spherical conductor. Also fnd the 
mergy lost when the ^rgeis shared. 



240 EI.BCTEOSTATICS.-rraBAltS!STAI, iHEOEt. 
dig t w. ta, ,to. „ ^ 

or 2000=100 a +(100 x 20). 

thatis, 1000= 2000. 

(7 = 20 units, 

given ^ spHerieal conductor ia 

Q = 20 X 200 = 4000 unita of quantity, 
and the energy of its discharge would therefore be 

i X 4000 X 200 = 400000 ergs. 

equil oondnctor, A retains a charge 

|§ X 4000 = 2000 units of quantity, 

and the energy of its discharge would now be 

i X 2000 X 100 = 100000 ergs. 

diffe^nr'b®i;i::nh^“ne^^^^^^^^^ 

with the spherical conductor, and the sum of the eno sharing 

sharing and the energy of thrcW?^ Jk ® of ^ after 

This latter charge is ^ual to m X 

Hence its energy ia | x 2000 x 100 - imnnn “ °I quantity, 
fore have a x dwo x 100 100000 ergs, and we thert 

Energy lost = 400000 - (100000 + 100000) 

= 400000 - 200000 
= 200000 ergs. 

88. Field Strengtii, ITait Field -« 

and Induction.— It has been agreed that ‘f ®®' 
tnimsiiyofan electric field at any print be dXedTf^- 
in rmvgnM, direction wnd semehy theforTfundZ 
apoedive electrostatic mU cUrqellaced af tt7^^T\‘‘^' 
point, it being assumed that the neeif- ^^fiorhcular 
lot .jsoot eJem -“If 

a vector quantity, i.e. mtensitv ^ ^®.'^^®refore 

ponents and follows the parallL^ram law 
field may thus be defined as St 

itandl fidd^S’LtensItr? Sil' 
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q units be placed in a field of intensity F units, the force 
/ on the charge q is given by the expression 
f = Fq dynes. 

TVom the above it follows that the intensity of the 
electric field at distance r cm. from a point charge + Qe.s. 
units, or at a distance r cm. from the centre of a uniformly 
charged sphere having + Q e.s. units (r being greater 
ftifl-n the radius of the sphere), is given by 

e.s. units or F= e.s. units, 

JtLf* 

tli0 medium, in tlie first case being air, and, in tbe second, 
one of specific inductive capacity K, It will be remem- 
bered that tbe intensity of tbe field inside a charged con- 
ductor, e.g. tbe sphere mentioned above, is zero. 

Further, to estimate the intensity of the field at a point 
due to a number of charges it is only necessary to imagine 
a positive unit charge placed there, to calculate the 
on this unit due to each of the charges and then to find 
the resultant by the parallelogram law; the magnitude 
and direction of the resultant force in dynes will give the 
intensity of the field in electrostatic units. The electro- 
static unit field has no particular name* 

L 

Example. ABGD is a square of 
2 cm. sides. Charges q/ + 4, — 4 aod 
4 - 8 electrostatic units are placed^ at 
the points A, G and D. The medium 
is air. Find the intensity of the field 

at B [Mg. my 

4x1 

(i) Force at B due to -4 = • 


A 

B 

+4 

/ 

/ 



-4 





U 


Fig. 193. 

= 1 dyne in the direction BG. 


2 ‘" 

= 1 dyne in the direction AB. 

Let BG represent this force. 

— 4 X 1 

(2) Force at ^ due to G = — 

Let 5J5r represent this force. 

B) Force at B due to.D == 7 ^- 4 = 1 dyne in the direction DB. 
isje) 

Let ML represent this force. 
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The resultant of (1) and (2) is n/ 2 dynes represented by and 
th^ resultant of this and (3) is represented by ^ii^ and is equal to 
^ys dynes (since B2P = BLP 4- BL^) ; hence 

Intensity at JB = sJz q.b. units (and the direction is BN), 

The warning given in Art. 18 may be repeated here ; 
the meaning of the definition above is that if the force on 
a positive unit charge is 8 dynes the intensity of the field 
is 8 G.G.8. electrostatic units of intensity. 

As in Art. 19, in the case of magnetic field and mag- 
netic potential, so here the conception of electrical poten- 
tial leads to another definition of the intensity of the 
electrical field. In Fig. 186 let = electrical potential 
at B, Fj = electrical potential at 0 ; the work required to 
move a positive unit from 0 to J5 is therefore F^ — F^ ergs. 
Suppose B and G near together, and let F = intensity of 
the field in the direction BG ; the work required to move the 
positive unit from 0 to B is therefore F x GB ergs. Hence 
F X OH= F - K, 


The right-hand side gives the potential gradient 
between B and 0, hence — (a) the intensity at a point 
in an electrical field is numerically equal to the 
potential gradient at that point, (&) the inleusity is 
greatest in those regions where the potential gradient is 
steepest, Le. where the rate of variation of potential is 
greatest. Assuming B and G indefinitely close together, 
writing dV for F^ — F^, and dx for the small distance BG, 
we get the usual expression for the above, viz. 


the negative sign denoting, that the potential decreases 
the distance » from the positive charge at A (Fig. 186) 
increases. 

Example. A charge of 4- 10 e.». units moms along a line of force 
in auniform field from apoini A to a point B. If the distance AB he 
4 cm, and the work d&ne he 1500 erys, find the P.D. between A and 
B and the intensity of the field. 
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Work done in moving 10 units = 1500 ergs. 

Work done in moving unit quantity = 150 ergs. 

P.B. = Fj - Fa == ISO e.s. units. 

Potential gradient ■= = S7‘5. 

Intensity = # = 37'5 e.s. units ; 

or again 

Let / = mechanical force on the charge (in dynes), 

/ = 10 F dynes. 

Hence 

work done = force X distance = (10^ X 4) ergs. 

But 

work done = 1500 ergs. 

.% 10Fx4 = 1500 

i,e. F =r 37*5 e.s. units. 


The conception of lines and tubes of force and induction 
referred to in previous pages leads to yet another way of 
defining the intensity of an electrical field. Imagine an 
electrical field permeated with lines, and further imagine 
the lines to be grouped into tubes which touch each other 
laterally and fill the entire space. As has been indicated, 
when these are conceived on a certain definite plan, so that 
a definite number are imagined to emanate from a definite 
charge, they are referred to as timt tubes. In electro- 
statics the following unit tubes are employed 

(1) Maxwell Unit Tubes of Force . — Consider a charge 
of Q electrostatic units in a medium of specific inductive 
capacity X, and imagine a spherical surface of radius rcm. 
drawn in the field, the charge Q being at the centre ; the 
intensity of the field at any point on the surface of this 
imaginary sphere is Q/Kr^ C.G-.S. units. Kow imagine 

* 4iir • 

the lines grouped into tubes in such a way that — ^ unit 
tubes emanate from the charge Q (or in other words that 
—unit tubes emanate from unit charge) in this medium ; 

these are called Maxwell unit tubes of force. 

These tubes all pass through the surface of the imaginary 
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sphere, and since the area of this spherical surface is 4^?^ 
it follows that 


Number of Maxwell Tubes of 
Force per unit area 


47rQ 

K . 4?rr^ 


Q 

'W' 


But this last expression gives the intensitj of the field in 
electrostatic units ; hence, the intensitj in G.G-.S. units is re- 
presented numericaiij bj the number of Maxwell tubes of 
force per unit area, lu air is taken as unity and the 
number of Maxwell tubes from a charge Q is 45 rQ, and the 
number from unit charge is 47r. 

To summarise — 

(а) 4TQ/E'Maxwelltubes of force emanate from a charge 
Q (and, therefore, 4m'IK from unit charge) in a medium of 
specific inductive capacity K. In air these expressions 
become 47rQ and 4jr respectively, since is unity. 

(h) The intensity of a field at any point is represented 
numerically by the number of Maxwell tubes of force per 
unit area taken perpendicular to their direction at that 
point. Hence — 

(б) Unit electrical field may he defined as that field which 
has one Maxwell tube of force per unit area taken perpen- 
dicular to the direction of the tube. 

Note that the field intensity {QjKr^) multiplied by the oross- 
s^tion of the Maxwell unit tube at the point in question 

• • = Kr^lQ) is wiily j this was shown to be the case 

with the unit tubes of force in magnetic theory. 

^ (2) Vnit Tuhes of Induction,— QomidQY now the induc- 
tive action in the field so that our lines are now referred to 
as lines of induction. Imagine the lines grouped into 
tubes in such a way that A^irQ unit tubes emanate from the 
charge Q whatever the medium {le. 4w unit tubes emanate 
fi:om unit charge); these are called unit tubes of in- 
duction. These all pass through the surface of the 
imam nary sphere ; hence 

Number. of Tubes of In- ) _ 4^Q _ q ^ Q \ 
duction per unit area j 4 ^? “ 

gives the mimber of Maxwell tubes of force per 



%.e. 


Humber of Tubes of In- 
duction per . unit _ area 

Induction 


Ex 


Humber of Tubes of 


Field 


Force per unit area, 
K X Field 

K 


X Induction. 


In air K is taken as unity, and tbe number of unit tubes 
of induction, and tke number of unit tubes of force, are tlie 
same [compare this witk magnetic theory where 5 = IT 
(for air) and B = (for other media)]. 

To summarise — 

(<x) 47rQ tubes of induction emanate from a charge Q 
and 40- tubes of induction from unit charge. 

(h) The number of tubes of induction per unit area 
= iT X the number of Maxwell tubes of force per unit 
area (perpendicular to their direction) ; hence, Induction 
= J£ X Field, and Field = Induction ~ K, 

(c) The intensity of a field at any point may be said to 
be represented numerically by the number of tubes of in- 
duction per unit area divided by K. 

( 3 ) Faraday Unit Tubes.— Let the lines be grouped into 
tubes in such a way that Q unit tubes always emanate 
from a charge Q, and therefore one nnit tube from unit 
charge ; these are called Faraday unit tubes* These all 
pass through the imaginary sphere of radius r ; hence 

Humber of Faraday Tubes | ^ 
per unit area 

But Q/Kr'^ gives the intensity F of the field ; hence, if JO 
denote the number of Faraday tubes per unit area— 


\ -A- 

_ K 


) 45rr® 

40 ' 

Vk^) 


D.= 


43r 


F- 


and the intensity of a field is therefore represented 
numerically by the number of Faraday tubes per unit 
area multiplied by 40/ K ; in air this expression becomes 
40 . Clearly also every Faraday unit tube contains 40/K 
Maxwell tubes of force. 
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Again — 

Number of Faraday Tubes) _ Q 1 / Q \ 

per unit area ) ~ 4^ “ “4^ / * 

But Q/t^ gives the number of tulles of induction per unit 
area ; hence, denoting this by N, D = NfiTr, N = irD, 
and the induction is therefore represented numerically by 
the number of Faraday tubes per unit area multiplied by 
47r. Clearly also every Faraday unit tube contains 47r 
tubes of induction. 

To summarise— 

(a) Q Faraday unit tubes emanate from a charge Q and 
therefore one unit tube emanates from unit charge. 

(fe) Since F = 4 iTrDjK, the intensity of a field is repre- 
sented numerically by the number of Faraday unit tubes 
per unit area multiplied by AfirjK, 

(c) Since N = 47rj[) the induction is represented numeri 
cally by the number of Faraday unit tubes per unit area 
multiplied by 47r. 

Note that the field intensity {QjKr^) multiplied by the cross- 
section of the Faraday unit tube at the point (47rr7Q) is 

It may be mentioned that Maxwell tubes of force are 
connected with electrical force in the same way as tubes of 
induction are connected with induction, and in the same 
way as Faraday tubes are connected with a quantity called 
the polarisation of the dielectric or the displacement in 
the dielectric or the electric strain. 

Max wed used the expression displacement to mean 
the electricity which crosses unit area of a dielectric owino* 
to the electric intensity at that point. In a conductor the 
charge would continue to move as long as the electric force 
acted, but in a dielectric the displacement soon reaches a 
limiting value proportional to the force producing it. Thus 
considering any section of a tube, it wiU be polarised i e 
opposite sides will be opposifely charged. Throughout the 
tube the face of each section will be neutralised by the 
opposite charge on the adjoining face of the next section so 
that only the ends of the tube where it reaches the charged ’’ 
conductors wiB exhibit ‘‘ free charges.” The amount of 
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electricity gathering on unit area of the conductors, Le, the 
density 'p, may therefore be taken as a measure of the 
polarisation or displacement or strain just outside the con- 
ductors. 

In the same way the polarisation, displacement or strain 
at any point in a medium is measured by the density p on 
a conducting surface placed at that point, it being assumed 
that its insertion there does not alter the existing polarisa- 
tion, displacement or strain. But the charge p per unit 
area is equal to the number of Faraday tubes B per unit 
area ; hence, B at any point is a measure of the polarisation, 
displacement or strain (P) at that point, le. the polarisa- 
tiony displacement or strain is represeyited numerically hy 
the number of Faraday tubes B per unit area. 

In magnetic theory only Maxwell tubes are used, but in 
electrostatic theory Faraday tubes are most useful. 

89. 13‘ormal Induction over a Surface in an Elec- 
tric Field. Gauss’s Theorem. — Imagine any closed sur- 
face in an electric field and consider a small area a contain- 
ing a given point. Let F denote the electrical intensity at 
this point, and let a be the angle between the direction of 
the force and the outward drawn normal to the surface a 
at the given point (Fig. 194). The component of the force 
along the outward drawn normal is 
clearly F cos a, and since induction 
= K X intensity, the induction in 
this direction is KF cos a. The pro- 
duct KF C 08 a X a is the flow of 
induction across the small area a. 

The total flow of induction or the 
total normal induction over the 
whole closed surface is obtained by supposing the whole 
surface to be divided up into a yery large number of small 
areas such as a, and summing up the values of KF cos a . a 
for ah these areas, Le. the total normal induction is the 
surface integral of the quantity KF cos a . a over the 
whole surface. Writing W for the total normal induc- 
tion we have 

M* = K2F coa a . a. 



M. AN-D K. 
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Now let Fig. 195 represent a closed surface in tlie field 
of a point charge Q at 0 (the surface, of course, completely 
surrounds the charge at 0) and consider 
a small area ao-t F ; then denoting OF 
byr— 

Normal Induction over a 
= KF cos a, a 

^ K cos a. a 



Fig. 195. 


= Q 


cos a . a 


But cos a . a/r® is the solid angle 


subtended at the point 0 by the area a ; hence 
Normal Induction over a =: Qw, 

.% Total Normal Induction for 
the whole closed surface 




le. N* = 4:TrQ, 

for is the solid angle subtended at 0 by the whole 
closed surface and is equal to 42r; hence the total normal 
induction over the closed surf ace is numerically equal to 4^ 
times the charge inside. 

.If the point 0 be without the 
closed surface (Fig. 196) then a 
straight line, O PT, drawn from 
0 will out the surface at two points 
P' andP, and if a cone with a very 
small solid angle w at 0 be drawn 
with OFF as axis, the normal 
induction over the small area de- 
fined on the surface by intersection 
with the cone at P is measured by 
Q(t), as above, and the induction over the corresponding 
area at P' is measured by — Qa>, the minus sign being 
used because the direction of the normal component at F 
is opposite to that of the outward drawn normal at that 
point. Hence the normal induction over the two surfaces 
at P and F is zero, and this is true for all the cones that 



Fig. 196. 
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maj be drawn from 0 throngli the surface. It follows 
that the total normal induction over the surface is zero, 
and as, in this case, the total quantity of electricity within 
the surface is zero, this result is in accordance with , the 
theorem. 

If the charge Q is not a point charge, that is, a charge 
supposed to be concentrated at a point, but a charge dis- 
tributed over the surface of a conductor or over a number 
of conductors, it can be shown that the theorem still holds. 
For, if the charge Q is, say, on a conductor inside the 
surface, then the charge may be divided into a number of 
elementary charges g. 2 » contiguous points 

on the surface of the conductor, and the total normal 
induction over the surface for these elementary charges is 
47r2i, 4irg2, 47r^3, etc., and therefore the total normal induc- 
tion for the whole charge, Q, is 4f7rq-^ + -f 47r^g + etc. or 
4 i 7 rqi + $2 + ^3 -h etc.), or 47rS(^), that is, 47rQ, which is 
the required result. Similarly for a charge, Q, on a con- 
ductor outside the surface the total normal induction over 
the surface is zero. 

Further, if the surface be re-entrant (Fig. 197) it will be 
readily seen that the theorem still holds. Thus, if the 
charge be inside, every 
small cone from 0 cuts 
the surface at least once, 
and if it cuts more than 
once it will do so an odd 
number of times (three in 
Fig. 197 (a)) ; hence the 
extra cuts will be even 
(two in Fig. 197 (a)), and 
half of these will repre- 
sent cones passing into 
the surface, the other half will represent cones passing out 
so that these will balance each other. If the charge be 
outside, every small cone from 0 cuts the surface an even 
number of times (Fig. 197 (6)), each entering the surface as 
many times as it leaves, so that the total normal induction 
over the surface is zero, just as in Fig. 196. 

To summarise— -The total normal mduction over a 


(a) ib) 

Fig. 197. 
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Total Normal Induction = KF x Area 
= 4!7rr^EF, 


^irr'^KF 


closed surface drawn in an electric field is numeri- 
cally equal to 47r times the total charge inside | if 
there is no charge inside the normal induction over 
the surface is zero. This is known as O-anss’s Theorem. 

If there are both positive and negative charges the “ total charge 
inside ” refers to the aXgehraic sum of the charges inside. 

We have seen (Art. 88) that induction = A X intensity. In air 
K is taken as unity ; hence for this medium induction and intensity 
coincide, and, therefore, /or this medium the reader will come across 
the statement “the surface integral of the electric intensity taken 
over any closed surface is 47r times the total charge inside.” In 
another medium intensity — induction -f- A, and, therefore, “the 

surface integral of the electric intensity is ~ times the total charge 

inside.” In all media the “total normal induction” is, however, 47r 
times the total charge inside. These points are often confused even 
in text-books. 

Again, remembering that N ~ 47rD and, therefore, that the induc- 
tion N must be divided by 47r to give the strain Z>, it follows that 
^Hhe total normal polarisation^ displacement or strain over a closed 
surface is equal to AttQ divided by 47r, ie. is equal to the total charge 
Q inside^ 

In Arts. 90-96 important applications of Gauss’s theorem are dealt 
with. 

^ 90 . Uniformly Charged Sphere. — 

Let Q be the charge on the sphere and 
let P be an external point at which 
the electric force or intensity of the 
field due to the sphere is required 
(Pig. 198). Take as the closed surface 
a sphere through P concentric with the 
charged sphere. By symmetry the in- 
tensity F is the same at every point of 
this surface and it is along the outward normal. 

Hence— 
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fchns the field at an external point F due to a uniformly 
charged sphere is the same as if the charge on the sphere 
were concentrated at the centre. The potential at P is, there- 
fore, QjKr and the potential of the sphere QfKE, as pre- 
viously indicated. 

Again, let P^ be an internal point (Pig. 198) and take 
as the closed surface a concentric sphere through P'. If 
be the intensity at P', then, as above, we have 
Total Normal Induction = 4m‘r^KF 
and „ „ . „ = 4nrQ, = 0, 

for there is no charge Q inside the surface (it is on the 
outside of the sphere) ; hence 

4nrr,^KF' = 0, Le. P' = 0, 
thus the electric force inside a uniformly charged sphere is 
zero ; there is, therefore, no potential gradient, Le. the po- 
tential inside is uniform (it is the same as the potential of 
the charged sphere itself, viz. QjKB). 

Por a point just outside the sphere, Le. indefinitely near 
the outer surface, we have 

rr _ Q — 47rP^p ___ 4nrp 

“ 'kW ' 

where p is the surface density. This is a special case of 
OoulomVs LaWt viz. that the intensity just outside a charged 

surface of any form is ~ times the surface density (Art. 

Jl 

94). 

91. Uniformly Charged Infinite Plane. — ^To apply 
Gauss’s theorem imagine a small closed cylindrical surface 
in the field, bounded by plane ends, parallel to the 
electrified surface, and having its cylin- 
drical surface normal to the surface. If ri^ 

this closed surface lies wholly on one side Ug 

of the electrified surface, as in Pig. 199, 
the total normal induction over the surface 199, 

is given by KFa — KFa, ’where F is the 
electric force at any point in the end. A, of the closed 
surface, P' the electric force at any point in the end, P, 
and a the area of the ends. At A the direction of the 



force is along the outward di'awii' normal, and Fa is, 
therefore, positive, but at B the direction of the force is 
along the normal inwards, and, therefore, F'a is negative. 
The flow of induction across the cjlindrical surface k 
zero, for the direction of the force at every point in the 
surface lies in the surface, being everywhere normal to the 
electrified plane surface. Hence the total normal induc- 
tion over the whole closed surface is given, as stated 
above, by JTjPa — JSiF'a. 

But, by G-aussk theorem, the total normal induction is 
in this case zero, for the closed surface contains no elec- 
tricity. Hence we get JPa jP'a = 0, and, therefore, 
F = F\ that is, the magnitude of the electric force is the 
same at all points in the field, and, as has already been 
assumed from symmetry, its direction is everywhere normal 
to the electrified surface. 

If the closed cylindrical surface lies, as in Fig. 200, 
with the ends A and B on opposite sides of the electrified 
surface, then the total normal induction over the surface is 
evidently given by KFa -h KFa or 2KFaf 
where F denotes the electric force at any 
point in the field, and a the area of the 
ends of the cylindrical surface. In this 
ease, however, the closed surface encloses 
the quantity of electricity distributed on 
the portion of the electrified plane intercepted within the 
cylindrical wall of the surface, and, by Gauss’s theorem, the 
total normal induction over the surface is equal to Ar times 
this quantity. If p be the surface density, the charge in- 
side the cylinder is pa ; hence, applying Gauss’s theorem- — 
2KFa = 4:7rpa, 

K' 

It should be noted that p is the surface density on loth 
sides taken together. If p be taken as the charge per unit 
area on one ^de only, the charge inside the cylinder is 


B 

Fi<?. 200. 
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93. Potential Difference and Electrical Porce in- 
side a Closed Charged Conductor. — Experimentally it 
has been shown that the potential is (equal to that 

of the conductor), and the force is zero inside a closed 
charged conductor if there are no charges inside, and the 
same has been indicated from theoretical considerations in 
special cases. 

The general case may be established as follows: 
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Fig. 201. 


92. Uniformly Charged Infinite Cylinder.— To find 
the magnitude of the force at a point, P (Eig. 201), out" 
side the surface imagine a closed cylindrical surface, co- 
axial with the electrified surface, de- 
scribed through P, and having plane 
ends at right angles to the axis. The 
force at any point in the field is, by 
symmetry, the same for all points at 
the same distance froin the axis, and 
is everywhere normal to the axis. 

Hence, the total normal induction 
over this closed surface is 2‘7rrlKF, 
where r denotes the distance of P 
from the axis, I the length of the 
closed surface parallel to the axis, 
and F the magnitude of the electric force at any point at 
a distance r from the axis. If Q denote the charge per 
unit length on the electrified cylindrical surface, then QZ 
denotes the quantity of electricity enclosed within the 
closed surface, and, by Gauss’s theorem, the total normal 
induction over the surface is given by AttQL Hence, we 
have 

2TrlKF =: 4^-01, 

If P be infinitely close to the surface, and p he the sur- 
face density, Q = 27rr/) ; hence 

F='^ 

K 
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potential surface, and therefore the direction of the electric 
torce at anj point on the surface is normal to the surface 
at that point. If the interior of the conductor is every- 
where at the potential of the surface it is evident that the 
electric force inside the conductor is zero, for, as no work 
womd be done in moving a unit charge from one point to 
another inside the conductor, the electric force must every- 
where inside the conductor be zero. 

If, however, the force be supposed not to be zero, it 
ought to be possible to draw equipotential surfaces inside 
tie surface of tbe conductor. Imagine such an equi- 
potential to be drawn very close to the surface of the 

fhot “-list be higher or lower than 

that of the surf^, and work must be done in moving 
electncity inwards or outwards from one surface to thf 
. That IS, the normal electric force between the sur- 
charged surface is not zero and its 
fhl lSfl outwards or inwards, and therefore 

the total normal induction over the surface is a finite 
positive or negative and not a zero quantity. But the 
induction over the surface is equal to 4Tr 
® electricity inside the surface, and if 

alee be zero, Ld 

rt™ * positive or negative value. That is 

of potential inside a closed cha/rged 


94. Coulomb’s Special cases of this have already 
been established. The law states that the mamiS of 

close Ke Lj 

fece ^ a charged conductor, surrounded ly air, is equal to 
where p is the density of the charge it thk poi^t and 
ts direction is, at every point, normal to tS See of 
the conductor att^t point. The surface of the conduetOT 
SSiv therefore the direction of 

St be normal to the surface at 

J®^™?bf«iagnitude of the force at a point P 
(Fig. 202), mfimtely close to the charged surface, ^iTgine 
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Fig. 202. 


a very small closed surface placed as AB, with its ends A 
and B infinitely close to and parallel to the surface at the 
point considered, one end inside and the other outside the 
charged surface, and bounded laterally 
by a tubular surface determined by lines 
drawn normal to the charged surface 
through all points on the boundary of 
each of the ends. Then if F denote the 
electric force at P, and a the area of the 
ends of the closed surface, and also, since 
the three surfaces are infinitely close to- 
gether, of the portion of the electrified 
surface intercepted within the closed surface, the total 
normal induction over the surface is evidently Fa, and 
this by Grauss’s theorem is equal to 4j7ra/>, and therefore 
Fa = 4i7rap, 

or F = iiTrp. 

This is a general result, true for a closed charged con- 
ductor of any form. If the surrounding medium be not 
air the total normal induction in the above is not Fa, but 
KFa, and F = AiirpjK. 

95. Miscellaneous Problems and Theorems based on the 
Preceding. 

(1) In a tube of force, the 
intensity is inversely as the 
cross section taken at right 
angles to the tube. 

Let S 2 and 81 be the two 
normal cross sections (Fig. 
203). Let F and Pj be the 
intensities at these sections. 


Fig. 203. 


Normal induction at 8 ^ — KF 8 ^ (outwards). 

Normal induction at KF 181 (inwards). 

The curved sides are formed by lines of force, hence the induction 
normal to these is zero. 

Total normal induction for the portion of the tube shown 
rzKFS^-KFA. 

But this is equal to ie. zero, since there is no charge Q inside. 


KF8^ 


F 8 ^ ssa F^Si or 


KF^S^ = 
F 
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(2) The negative charge on which a tube terminates is equat to the 
positive charge from which it starts. 

Let the tube be “ cut off” just outside the charges. 

By Coulomb’s Law, at the positi\.’-e end » 4T/)/ir, i.e. KF = Airp. 
If be the sectional area at this end 
KFS = 4:TrpS. 

Similarly, at the negative end KFi ~ ~ 47r/>i, 
:.KF,S,=^--^7rpA, 

where Fi, pj, denote the intensity, sectional area, and density 
at the negative end. 

But from (i) above KFS = KFiBy 4c7rp8 ~ - AirpiSif 
i.e, pS = - pi/S'i, 

and p8 is the charge at the positive end, and — piSi the charge at 
the negative end. 

(3) The intensity at any point is numerically equal to ~ times the 

K 

tumher of Faraday tubes per unit area at that point. 

This follows at once from the definitions of Art. 88, but the fol- 
lowing proof is interesting. 

Let Fig. 204 represent a bundle of n Faraday tubes emanating 
from the area a of the charged sphere, and 
\ let a be a normal cross section, the inten- 

sities at a and a' being F and F as indi- 
cated. 


Fig. 204. 


From (1) Fa 


ra'. ButJ’ = ip, 

A 

ra’ = 

K 


Now pa ■= the charge on the area a, and since one Faraday tube 
emanates from unit charge, pa = » = the number of Faraday tubes 
in the btuidle, 


iirn 


4ir 




i.e. 


r 


^ / ir I IT j,\* 


for nja’ is the number (D) of Faraday tubes per unit area at the end 

a'. " . . ■ ■ 

(4) There are two infinite parallel plane conductors at potentials 
Vi and Fj. The medium between them cmisists of two parts of thicks 
nesses a and &, and ^ecific inductive capacities Ki a 7 id Ag. If p be 
i charges show that 
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Bj Art. 88 4:7rp Maxwell tubes of induction emanate from a charge 
p and 4tp/K Maxwell tubes of force ; but p denotes charge per unit 
area, so that Arp/Zf gives the Maxwell tubes of force per unit area, 
and this therefore measures the intensity. 

The two fields in question have therefore intensities of ^TrpJKi and 
iTp/K^i respectively. The work done in moving unit charge from 
on© plate to the other is therefore (work == force X distance) — 



But the work in ergs also measures the potential difference in e.s. 

units, 






KtiCt -j- 

AA “/ 


. . =: (Fx - y,)K^K^ 

” 4Tv{K^a + 

{&) Consider, say, two charged conductors isolated from all 
external sources . of electricity. As the potential energy of a 
system always tends to a minimum this system will tend to undergo 
any displacement which is associated with a decrease in the po- 
tential energy of the system, the charges meanwhile remaining con- 
stant^ and tne work necessary to bring about the displacement is 
provided by the loss of potential energy in the system. If, however, 
the conductors are joined to some external source of electricity, so 
that during any displacement the potentials remain constantf then, on 
displacement, there is an increase in the potential energy of the 
system, and the external source provides not only this increase but 
also the energy equivalent to the work necessary to bring about the 
displacement. Two important theorems are met with in connection 
with this 

(a) When two {or more) conductors are maintained at a constant 
potential hy means qf an external source of electricity, then, in any 
displacement, the energy supplied hy the external source is double the 
increme in the energy qZ the system. 

Let Qi and = the charges, and F^ = the potentials, 
Energy = IQi Fj + iQ^ 

Let a displacement take place at constant potentials so that the 
charges become Qi -f- qi and Q 2 d- ^ 2 . 

Energy now = 4(<3x + qi) F, -f -f qi)V 2 = 

■' , Hence \ ■ 

Increase in energy — Ex 

= + Ig^Fa = ^{qiFi + gjtFj), 


I 

^'1 
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Now the external source has supplied a charge gi at potential Fi 
and a charge at potential Fg, and since potential is measured by 
the energy expended in moving unit charge— ^ 

Energy supplied by external source = q^Fi + gsFg. 

This is double the increase in energy Fj + g, Fj), which proves 

the theorem. 

(b) For a very small displacement the loss of energy at constant 
charges is equal to the gain of energy at constant potentials, 

I^et Qi, ^ 2 , and Fj, Fg, be the initial charges and potentials of the 
conductors of the system. If, for a small displacement with con- 
stant charges, the potentials change to V\, Fg, then the loss of po- 
tential energy is measured by ^ : 

kQiiVi ->i) + - n). 

Similarly, if for the same small displacement with constant poten- 
tials the charges, change to Q\, then the gain of potential Siergy 
IS measured by 

- Qi) + iV,(Q', - Q^). 

The difference between the expression for the loss of energy in the 
one case and the gain of energy in the other case is equal to 

¥^{Q -Q'){r- F)} + QT)}, 

where ^denotes the first charges («, and Q,),Q' the second charges 
(^1 and g 2 ), etc. ® 

is very small, the quantities (Q - O') and 
{V V) denoting the changes in the charges and potentials result- 
ing from the displacement are very small quantities, and therefore 
their product is negligible ; that is, the first term of the above ex- 
pression is negligibly small. Again the quantities Q, F' and O' F 
are for the same conductor in the same configuration of the system, 

and therefore = 2! or Qr = q'r, for the capacity of any con’ 

dnotor is the ^me when the configuration of the system is the same. 
Hence QV -QV -0, and therefore the second term of the above 
cxg.'e3sion IS zero— whether the displacement be large or small. 
Hence, the difference ^tween the expressions for the change of 
the displacement is small, and therlfore 
^ the loss of energy with constant charges is equal 

^ual totLLThanfoaTwornfne”* “oh quantity is 

Explain the appeamnce of Kin the denominator oftheexprea. 

^ K d!» 
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Consider a spherical surface of radius d round the point charge g. 
The polarisation of the medium normal to the spherical surface is 
uniform over the whole surface, and if P denote the normal polarisa- 
tion at anj point then 47rcf^ P gives the total normal polarisation 
over the surface. But it has been shown that the total normal 
polarisation over a closed surface is equal to the total quantity of 
electricity enclosed by the surface, and here, therefore, we have 

P = g.Qv P = — But if F denote the electric force along 
iird^ 

the normal at any point on the surface, then, since F = 
have 


F = =-!_£. 

iTfKd^ K d* 


That is, the electric force at any point at a distance d from a point 
charge g in a medium of specific inductive capacity K is given by F 


= -i . ~ , and therefore the force exerted on a charge g' placed at 
li. dL^ 

this point is measured by 

i;'=A.2£l, 

K 


as stated in Art. 80. 

It follows from this that if F be the electric force at any point in 
a field in air, then the force at the same point, when air is replaced 
by a dielectric of specific inductive capacity K (the charges in the 
field being supposed constant), is FlK^ and under the same condi- 
tions, if the potential at the point is Fin air it will be F/iT in a 
dielectric of specific inductive capacity iT. If, on the other hand, 
conductors in the field are maintained at constant potential instead 
of at constant charge, then the values F and g, the electric force 
and charge in air, change to KF and Kg in a dielectric of specific 
inductive capacity iT. (See worked example page 236.) 


96, Meclianical Force per unit of Surface Area of 
a Charged Conductor.— The electric force at any point in 
air, very near but outside the surface of the charged con- 
ductor, is where p is the surface density at that point. 
If the point be very near but inside the charged surface 
the force is zero, hfow for a point outside the charged 
surface the force may be considered as made up of two 
parts, and being due to the charge on a very 

small area round the point, and F^ to the charge on the 
rest of the surface. Similarly, if the point is jnst inside 
the charged surface the value of F^ is practically un- 
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changed, but that of is reversed in direction. Hence, 
we get 

F^ + F^ == 49rp 

and — F^-^ F^ = Of 

and, therefore, F^=: F^ = 2irp. 

If a denote the area of the very small surface carrying 
the charge to which F^ is due, then the charge on this sur- 
face is a/3, and the total force experienced by this, due to 
the charge on the rest of the surface, is 2?r/> , ap = 23rap®. 
That is, the mechanical force per unit of area is 2wp\ 
Since the surface is an equipotential one the direction of 
the force is outwards along the normal to the surface. 
Hence the surface of a charged conductor is subject to an 
outward tension, and the tension per unit area at any 
point where the surface density is p, and the surrounding 
medium is air, is given by 

Pall outwards per unit area = a^rp* 

FY F^ 

~ liir/ ~ 8^- ^ (dynes per sq. c.m.), ■ 

With a medium of specihc inductive capacity K these 
expressions become 

^ fKFY KF^ 27rD^ 


The greatest value of p possible in air is about 8 in 
C.G.S. units, so that the maximum value of 2:rp® is about 
400 dynes per square centimetre, or, taking an atmospheric 
pressure to be 10« dynes per square centimetre, about the 
^j^th part of an atmospheric pressure; if these be ex- 
ceeded the chai'ge begins to escape into the air. This out- 
ward pressure may be shown by graduaUy charging a soap- 
bubble, when it will be noted that electrification produces 
an increase in size. 


97. Energy per XTait Volume of the Medinm.-™It 
has been indicated that the medium surrounding** the 
charged bodies is really the s.eat of the energy, whiolT may 
be assumed to ejdst in it as energy of strain, the 
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Charges ” on tlie conductors being simply snrface^ in- 
dications of this ciiaUge in the condition of the medium 
(Art. 77). An expression for the energy per unit volume 
of the medinin is readily obtained. xi. x 

In the preceding section it has been shown tnat tlie 
force on unit area of a charged sui’face is KF‘^jSTJ‘ dynes 
(outwards). Imagine this unit area to be moved in the 
oBposite direction to this force by a small amount, dx; 
th^e work done is (EFySTr) X dx ergs ; and the increase m 
the volume of the held, Le. the volume swept out by the 
unit area, is dx c.cm. The work done in producing this 
volume of field is, therefore, {KF^j^ir) x dx ergs ; hence the 
work done in producing unit volume of field, which is, 
therefore, the energy per unit volume of the medium, is 
KF^/8t ergs, i.e. denoting this by E, 

E = (ergs per c-om.), 

OW 

or, since F= inrBIK, where D is the number of Faraday 
tubes per unit area, we have 

E = = hFD (ergs per c.om.). 

Prom analogy with the corresponding problem in elas- 
ticity, viz. energy per unit volume = 4 stress x strain, it 
P be of the nature of stress, D is the corresponding strain. 

Again, in dealing with the distribution of the energy 
throughout the medium, it is convenient to associate it 
with Faraday’s tubes. Taking a complete unit tube m the 
field, it will have a unit positive charge at one end and a 
unit negative charge at the other end. Tiet F and K 
denote the potentials of the two corresponding ends of the 
tube The energy of these unit charges is measured by 
iF-L i-F' or MV — F0» and this energy may be supposed 
to be in the portion of the medium bounded by the tube. 
That is, the energy located in each tube is measured by 
one half the difference of potential between the ends ot 
the tube. This difference of potential may be written as 
'IF. d, where F is the electric force at any point on the 
axis of the tube, and d a very short length of the tube 
taken at that point, the summation to extend from one 
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end of the tnbe to the other. Hence, we may write the 
energy located in the tube equal to . d, which is 
equiWlent to stating that the energy associated with a 
tube, unit length of the tuhe^ is at any point in the 
length of the tube numerically equal to one half the 
electric force at that point. 

To determine the‘ amount of energy per unit volume of 
the medium at any point in the field, consider a very 
short length, d, of a unit tube, taken at the point. Let F 
denote the electric force at that point. Then the energy 
located in this short length of the tube is ^Fd. ^ But if 
B denote the number of tubes per unit area at this point, 

the area of one tube is measured by , and, since by 

Art. 88 jP = 47rD/jK', we get 




4x 

'KF' 


The volume of the short length of the tube may now be 
calculated, for its length is d and its area of cross section 

— , and, therefore, its volume is . The energy located 

KF 

in this volume was found to be ^Fd. Therefore the energy 
per unit volume must be given by 

FdjM KF^ 

2iKF 

that is, the energy per unit volume of the medium at a 
point where the intensity is F is given by the expressions 

KF __ 2irD __ ^FD (ergs per c.cm.)^ 


JE: 


as previously obtained. 

Finally, imagine the medium to be mapped out into 
Faraday tubes, each crossed by equipotential surfaces 
(Fig. 205) ; it will evidently be divided into small blocks 
or cells, each containing a certain quantity of energy. If 
the equipotential surfaces correspond to unit difference of 
potential the cells are known as unit cells. Imagine a 
conductor with charge Q, and at potential F, entirely 
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smrro-iinded by another at zero potential. Each tube will 
be cut into. F cells by the equipotential surfaces, and, as 
Q tubes emanate from a charge Q, the 
total number of unit cells in the medium 
is QF. By Art. 86 the energy of the 
charge is |QF, so that the number of 
unit cells is twice the number of units of 
energy. If we assume this energy to be 
in the medium, then each -amt cell con- 
tributes half a unit of energy. 

Example, In Fig. 205 let the central portion 
represent a conductor, with charge 18 at potential 3, and the outer 
surface a conductor at zero potential. The equipotentials of values 
2 and 1, together with the surfaces of the conductors, divide each 
tube into 3 cells, and, as there are 18 tubes, the total number of 
cells is 54 ; the energy is Le. | x 18 x 3 = 27. Thus 54 unit 
cells contribute 27 units of energy, i.e, each unit cell contributes 
half a unit of energy. 



Fig. 205. 


Now, let a be the cross section of a unit cell (say mean 
value), d the distance between the two consecutive equi- 
potentiai surfaces forming its ends, and B the number of 
tubes per unit area ; then, from preceding sections — 

Volume of unit cell = ad, 

1 m 4^B , -n 4m’ . 4m 

a = -, F=-^. = 

Again — 

1 1 

Potential gradient in the cell = _ = JP, d =: A 

d jC 


Volume of unit cell = ad : 


4i7r 


This volume contains half a unit of energy, hence 

4m KF^ 


Energy per unit volume = JP = | / 

I K.F^ 

“ 27rD2 _ 


Stt 


JSC 


as previously obtained 
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If a small uncharged conductor be placed in a field, then a loss of 
energy results to the medium, due to the disappearance of the state 
of strain within the space occupied by the conductor/ In accori 
anee with the principle that the potential energy of a system 
always tends to a minimum, it is evident that if the conductor is 
free to move it will tend to move towards the strongest part of the 
field, where the loss of energy due to its presence in the medium is 
a maximum. The force urging the conductor in any direction is 
measured by the rate of decrease of the potential energy of the 
medium with displacement in the given direction. 

It should be nobed^that the loss of energy to the medium is here 
due, not only to the disappearance of the strain in the space 
occupied by the conductor, but also, in some measure, to the 
readjustment of the strain necessary to set the lines of force in the 
medium external to the conductor at right angles to the surface of 
the conductor, IFor example, in the case of a field due to a single 
point charge, Q, in air^ the force at any point at distance r from 
the charge is Q/r*, and, therefore, the energy per unit volume 

02 

at this point, is equal to The rate of decrease of this for dis- 

Q2 

placement towards the charge is 2^» gives a lower limit 

for the value of the force per unit volume urging a small conductor, 
placed at this point, towards the charge. 

This result is only a lower limit because the 'loss of energy 
attendant on the redistribution of the strain external to the con- 
ductor has been neglected, that is, it has been assumed that the 
value of F is the same after the introduction of the small conductor 
into the field as before. From the value obtained above for the 
force per unit volume on the small conductor, it can only be stated 
that the force on, say, a very small spherical conductor of radius p 
placed at a distance r from a point charge Q is greater than 

or The real value is just three times 

(See Arts. 101 , 102 .) [Note that p = roMxis.'] 

98. Iiongitudiiial Tension and Lateral Pressure in 
Faraday Tubes.— It has been proved that the tension or 
pull on unit area at the surface of a charged conductor is 
27rDyK dynes. Now from this unit area D Faraday tubes 
emanate, and if we imagine each tube to exert a pull equal 
to 2wDIK the required tension will be obtained. Hence, 
we may regard the pull at the suiTace of a conductor as 
being due to the fact that the Faraday tubes originating at 
the surface are in a state of tension, the magnitude of the 
tension at any point in a tube being given by the value of 
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at that point ; but there are D tubes per unit k*ea 
at that point, so that the tension per unit area at a point in 
the tube where the electric force is F is given by 
Xsongitudinal Tension, per unit area 
27rD _ 2tI>^ _ KF^ 

K K Sjt ^ ^ 

Since there is a tension along the tubes each tube must also 
exert a lateral pressure on its neighbours, otherwise the tubes 
joining, say, two opposite charges would shrink into straight 
lines between the charges and there would be no tubes in 
other parts of the medium. It can be shown that in order 
to maintain equilibrium in the medium the lateral pressure 
per unit area, Le, the pressure (per unit area) at right angles 
to the tubes, is also given by the expressions above, viz. 

lateral Pressure ) _ 2irl>^ _ KF^ (dynes), 
per unit area ) ^ ^ . 

Let ABGD A^B'G'D* (Fig. 

206) be a section of the tufe 
of thickness x, the faces .4 i? (7/) 
and A'B'G'U being equipoten- 
tial surfaces and the edges in 
the direction of the field. The A 
tensions per unit area at the ; 

faces ABGD and A'BB'JCf are » / ^ ^ \ 

27rDi^//ir and 27rD2V^ respec- ! / ^ 

tively; hence, if 8i and ^'2 be j V ' ^ 

the areas of these surfaces and j ' ^ ' 

Pi and P 2 the total forces on 1 / / / 

the surfaces— ^ / 

„ _ 2rD^‘ (j II,,- ^ \ 


= ^ WS, - Di'Si), 
and sinoe 

Dj^S-i = D^DA = A-DiSi 5 
so also £>1^81= DiD^8i, hence 





ELECTEOSTATICS. — PTODAMEHTAL THEORY. 


Now AB ^ {Ri + x)2(Li = 2(i?i + aj)ai 

A'B' = Ei2ai = 2Biai 

BG = (jRj + x)2a2 = 2(i?2 + a;}a2 
B'G' = = 2i?2a2, 

A = ^5 X jB<7 = 4(i?i + a;) (iJg + a;)aia 2 
and 8^ — A’ B x 5(7' = 45i52aia2, 
i.e. jSj - = 4(5i + neglecting term containing x'^. 

Hence the resultant pull inwards^ viz. p^-*- P\i is 

p^=: ^ 4( i2^)a:aia2. 

Now suppose there is a lateral pressure 5. The total force on 
the side ABBA' will be P x Area = P x A' B' x A A' P 
X 2Riai X X = 2PRi(XiX. The component of this in the opposite 
direction to pj is (Fig. 206) 

2PR^aiX X cos 6 =: 2PRia^x sin a2 
= 2PR-^X(x-^0‘<^. 

The corresponding result for the side GDD'G' is also 2PPixaia2, 
whilst for BGG'B' and ADDA' th.Q corresponding result is 2PR^xcLxa2. 
Hence, on account of the lateral pressure P, the resultant pull up^ 
y^ards is 

4P5iajaia2 + iPR^xaia^ 

■ = jP X 4(1^1 4- li2)xaia.z. 

For equilibrium the resultant pull upwards must balance the re- 
sultant pall inwards, and from the above expressions this will be 
the ease if P = 2TrDiD4K. But the section is thin, so that DiD^ 
may be written ; hence for equilibrium 

Lateral Pressure \ „ 2irD'^ _ 

per unit area J— “ ~ 

as indicated above. 

99. CoefELcieuts of ^Potential, Capacity, and Iiiduction.— 
In the case of a system of conductors in the same field the potential 
of any conductor is due not only to its own charge, but to all the 
other charges in the field. This may be expressed for a number of 
conductors with charges and potentials denoted by Q,, Q^. . . 

and Pi, ^2? ^^3 ••• by writing ,, ’ 

123202 + 1^3% + 

Fa = aPiOi + 2 P 2 Q 2 + ‘ 4 P 3 Q 3 + . • . 

Here the quantities 1^2. 1P3 • • ^ indicate the extent to which 
Fi depends upon Qi, and these quantities are called 

coefficients of poimttal^ 
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Similarly, the charge on any conductor of the system is related 
not only to the potential of that conductor, but also to the potentials 
of all the other conductors. That is, we may write 

Cl = 1^1 ^1 + 1 ^ 2 ^% + i9'3^3 + • * • 

Q% = + 2?2^2 + 2^f3^3 4* • • • 

Here the quantities 1^3 •• • indicate the extent to which 

Qi depends upon Fj, F2, F3, . . . and these <]^uantities are called 
coefficients of capacity or coefficients of inductwn, according as the 
suffixes are the same or different, that is, iq^ 2^%^ zq& are coefficients 
of capacity, igs, igs, etc,, coefficients of induction. 

If the set of equations involving the coefficients of potential be 
solved for Qi, Q21 C3, . . it is evident that the second set, involving 
the coefficients of capacity and induction, can be obtained, and that 
therefore these coefficients can be expressed in terms of the co- 
efficients of potential. It can also be proved generally that reci- 
procal coefficients such as ^P2 and 2P11 iVz and ig2 and jgi, 
^gg and gg^ are equal. 

As an example of the use of these coefficients, consider the case of 
two insulated concentric spherical conductors of radii a and h 
charged with quantities Qi and Q2 to potentials Fj and Fg for the 
inner and outer conductors respectively. Now the charge 0 i on the 
inner conductor produces a potential Qfa for that conductor, and 
QJh for the outer conductor, that is, 

= 2 and 2P1 — 

Similarly the charge Q2 on the outer conductor produces a poten- 
tial Qfh for that conductor, and Q3/6 also for the inner conductor, 
that is, 

ss ^ and 1JP2 = ^ * 

We may therefore write for 

Vi = iPiQi + 1P2Q3 

F2 = ^iQi + 2^^262 

the equations 


Solving these equations for Qi and Q2 we get 

Qi = ^ r, - ^ Fj, 
^ h — a h - a 
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l9'i ~ r ~r* 1^2 

0 ~~ a 


- <x,b _ _ 52 


An interesting example of the use of coefficients of capacity and 
induction is found in the explanation of the action of electric 

screens. Consider the three con- 
ductors A, B, G (Fig. 207), and 

imagine A to be enclosed in <7, and 

B outeide it. Let a, Q^, Q„ and 
^ i» / 2 > Vq be the charges and po- 
tentials of these conductors, then 
we may write 

Cl = , 

Fig. 207. Q, = ,q,ry + 

Qa = aSi^i + aq^V^ + sgsFj. 

If now (7 be connected to earth its potential will be zero, and if A 
be also supposed to have no charge its potential in the interior of G 
must also be zero. That is, if and are zero Fj must also be 
zero, and the first equation becomes 0 ~ 1^2 ^ 2 » which shows that 
1^2 = 0 for all values of Fg. Hence, if A and B be charged, and G 
earth-connected, the above equations reduce to 

Qi ^ iQi^i 

Q 2 = 252^2 

Qs ~ + 39'2^2» 

for F 3 is zero in value, and it has just been proved that 1^2 = 0 and 
2^1 ~ l^? 2 * 

From these simplified equations it is evident that when (7 is earth- 
connected the charge on A {QG depends upon its own potential Ft 
only, and similarly the charge on B (Q.) depends upon its potential 
F 2 only. That is, the action between A and B is completely stopped 
by the earth -connected conductor (7, which may thus be sam to 
screen A from the inductive action of the charge on B. 

The same result is obvious from a consideration of the distribution 
of the tubes of force in the field of A , B, and G. The tubes startino- 
from A must all terminate on G } those from B will terminate on § 
and on other adjacent earth -connected objects, but no tubes cross 
from A to .S or from jS to A. 

. The method of coefficients is somewhat roundabout for simple 
problems in electrostatics, just as the use of equations may be for 
simple algebraic problems, but in. general problems of the electro- 
static field they are found serviceable. 


100. Electrical Images. Application to an Earthed 
Inctor in the Presence of a Point Charge. 

can often be readily 
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solved by a metliod dne to Lord Kei?in, and known as tbe 
‘‘ nietbod of electrical images.” A brief treatment only 
can be given bere. 

Let GM (Fig. 208) be an infinite conducting plane 
eartli connected, and, therefore, at zero potential, and let 
+ Q be the point charge at A ; let GA = d. The plane 
is, of course, acted on induc- 
tively and acquires a negative 

charge, the combined efiect of h 

this negative charge and the / \ 

charge -f Q at A being to make / 

each point of the plane at zero / / 

potential. \ / 

Now, imagine the conductor \/ 

removed and a charge •— Q R A(+a) 

placed at By where BG ~ GA, Fig. 208 . 

The potential at any point JE 

in the plane, previously occupied by the conductor, is 
Q/AJE — Q/BE = 0. Thus the effect on the plane of Q at 
A and — - Q at is the same as the effect of Q at A and 
the actual induced distribution on the plane, and this 
applies to all points in front of the plane. The charge 
•— Q at B is called the electrical image” of the charge 
+ Q at A. 

Intensity at E . — The actual intensity at E is, from the 
above, the same as would be produced by Q at A and — Q 
at\B. The field due to Q at A is QIAE^ along AE, and 
that due to — Q at ^ is QjBE^ along ; since AE=:BEy 
these component fields are equal and equally inclined to 
GE, so that the resultant is perpendicular to the plane. 
If F be the resultant 

-^ = 41 (SeeArt.30) 


Q AB _ 2Qd 
AE^ ' AE r A * 


Surface Bemity at E . — ^If 
:E, then by Coulomb’s Law 


• p be the surface density at 




■ 'd' 
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Fz 


- 4irp, i.e. p = 

^ 2Trr^ 


-F/4m‘, 


Attraction between Plane and Point Charge at A , — ^TMs 
is obtained by substituting tbe image for the plane, 
bence 

f = Q ^ Q — 

^ (2dy 4^d^‘ " 

Potential and Field at any Point JD . — Tbe potential and 
field at D are due to Q at and tbe distribution on the 
plane, and these are equivalent to Q at J. and — Q at 
Thus tbe potential at B is Q/AB — QjBB, and the field is 
tbe resultant of Q/J.D* along AB, and QjJBB^ along BB, 
From tbe preceding we may define an electrical image 
as follows : — An electrical image is an electrified point (or 
system of points) on one side of an electrified surface which 
produces on the other side the same electrical action which 
the actual electrification of that suiface does produce. 


101. Electrical Images. Application to an Earthed 
Conducting Sphere in the Presence of a Point Charge. 
— In Fig. 209 let E be tbe radius of the earthed sphere, 
and OA = d. Take tbe point B so that OA x OB = E^ j 
bence 

E oF 

and tbe triangles GAP and OPB are similar; thus 
AP OA '^ d 

and, since E and d are constant, the ratio BPjAP for any 
point P on tbe sphere is constant. 

BP 

Now imagine a charge -^p-Q placed at B and the 

spherical conductor removed, 

Potential at P = A _ A. = 0 • 

AP AP BP 
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tliiis from the preceding section the electrical image 
^ R P 0 

qiiired is a charge — ~d point B, 


re- 


Potential and Field at any point D. — The potential and 
field at D due to Q at and the distribution on the 
sphere are the same as the potential and field at D due 
^ to Q at J. and E.Q/d 

at B, and are obtained in 
^ the usual way. 




Fig. 209. 


Force between the Sphere and the Point Charge at A . — 
This is the same as the force between the charge and the 
image, i.e. 


Q X 


/= - 


B.Q 

d 




AB^ 

B.Q^ 

Q^Md 


“ d^d-oBy 

since OA . OB = 12®, 


Intensity and Surface Density at P. — The intensity at P 
due to A is QIAP^ in the direction Pa ; if Pa represent 
this, and if it be resolved into two components, one along 
the normal OP and the other parallel to OA, then Pb will 
represent the normal component, 

normal component : QjAP^ = hP : Pa, 

, ^ Q hP Q OP 

%.e. normal component = ^ = -j^ . 

_ Q.B 

- jjps 





i!: 


'I'fi 

r 

rf ; 

II 

ti'!l 
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The intensity at P due to BQId at B is B.QId.BF^ in the 
dpection and if . this be resolved in the same two 
directions, OP will represent the normal component. 


normal component = 

/J R Pi • 


and since 


BF 


normal component 


' d.BF^ 

_ Q , Br _ 
d.BF^ ” 

‘AF 
Qd^ 


Q 




1 


'BF^ *d75P' 


E.AF^ 

Total normal inwards = — 

B,AF^ 

Q 


Q.M 

AF^ 


it will be found that they are equal and opposite ; hence 

But by Coulomb’s Law P = — 4n-/>, 

Q 


P = ~ 




<=i°bf shZ Sr il 


and p = - 


1_ 

d 


f_ Q^E^(2cP-BP) 

^ * d^ * indicated at the end 

of Art. 97, 

Exercise. 0 is the centre of an earfinari ovaUv, r v. 
and ,4 is a point 8 ora. from the centre^ of ^ 

charge at Jf is 5 e.s. nnits. Find the ®phere. The point 

pointa where the line jlO outs the\uriaf^of1r^‘'''^ “*■ ‘'’® 

of a.ttraotion between the spheLndth^ 
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102. Insulated Conducting Sphere in a ‘Uniform 
pieM. — This is most readily investigated by tlie method 
used in Art. 32 for the magnetised sphere, which the 
student should again read before proceeding further. 

The unifonn field, F, is in the direction of the arrow 
(Fig. 210), so that the hemisphere on the left is negative 
and that on the right 
positi%"e, and these must 
be such that they pro- 
duce a field inside the 
sphere equal and oppo- 
site to F, for the total 
field inside the conduct- 
ing sphere is zero. 

Imagine a positive 
sphere of uniform den- 
sity, + p, to have its 
centre at A, and a nega- 
tive sphere of uniform 
density, — to have 
its centre at J5, where AB is very small. Consider an 
internal point Pi *at distance a from A, and h from B. 
In writing down the intensity at Pj, due to the positive 
sphere, it is only necessary to take into account the sphere 
with centre A and radius for the portion of the positive 
sphere external to P^ has no effect. The electricity in this 
effective sphere is and this may be assumed col- 

lected at A, The intensity at Pj due to this is, therefore, 
^Tra^pja^, he. firpa along APy Similarly, the intensity at 
Pj due to the negative sphere is §7rp6 along P^P. An 
examination of the triangle P^P A will indicate that the 
resultant intensity at Pj is |irp AP, parallel to AB. If 
this be equal to F, which is the necessary condition, 

^wpAP = P. 



p-i- 


F 


.AB 


Now consider the surface density (negative) on the left, 
and the surface density (positive) on the right. At any 
point Zt where the fine drawn from it to the centre makes 




I 
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^ angle ^ with the direction of the uniform field F thp 
depth of the surface layer is AB cos 6, and the surface 
density is, therefore, pAB cos 6 ; hence 


Induced surface density = pAB cos 6 


F QOS d 


which determines the surface density at any point on fli« 
sphere j thus at X the surface density is ZFj^, since 0 = 0° 
and at Y it is zero, since 0 = 90°. ^ ’ 

_ The due to the sphere, at an esternal point P 

is c^culated as f^lows The sphere acts externaUy as if 

-SoI®atV’'^'S a charge 

Art tL ^ electric doublet (compare 

Art. 82), the moment M of which is |irpi2» x AB i e Rm 

and the intensity at the external point P due to the 'suhZl 
IS given by the formula of Art. 30 for a small ma<rnef tbf 
moment M having the value PP^ i.e. ^ 

Intensity due to sphere = ^ VT+ ' Sco^ a 


FB^ 

^ V I 4- 3 cos® o. 


^ Jim actual field at P is, of course, the resultant of this 


ISxamples. (1) Show that the total Uplri v • 

%& the total normal intensity at Z ? ^ ^ ts 3F. What 

By the above the field at JC due to the sphere is I — 

vl+Seos^O 


= 2F (compare the “end on” formula in +3eos O 

= 2Mld^ J 2FR^fB^ = 2F)? The inducing 
this and in the same direction The ^ parallel to 

3P Verify this by an applioakon of SoS lIw 
T o find the normal intensity at Z due to thA 
moment FR^ into two componentf ’ one Fm^l 
other, FR^ sin 6, perpendicular to bz The field d^ 

IS perpendicular to 02^, and mayTtereftJ^^^^^^^^^^ ^-tt®r 

field due to the former is ^ ^FR^ qqq $ ^ 

^ cos 0 along OZ, 

ihe component of F aloug OZ is F cos /) a, , 

intensity at Z is 3Pcos8. Verfiv this ht normal 

Coulomb’s Law. >>y an application of 
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(2) Prove, as mentioned at the end of ArU 97, thai the force between 
a small insulated spherical ccmdtictor of radius p, and a point charge 
2Q^p^ 

Q at distance r, zs 

'From the preceding, «■ 

Intensity due to sphere at distance r = 


But 




A Intensity at distance r from sphere = 

Hence force on charge Q at this point = x Q 

r^ r 

= ZQV 


; K, b 

i Kj « 

Fig. 211 


^.5 

What assumptions are made in the above ? (Note that p = radius.) 

103. Befraction of Tubes of Force. — ^When a field 
of force contains more than one dielectric medium it is of 
interest to determine the conditions which must obtain at 
the boundary of two media of different specific inductive 
capacities. Let AB (Fig. 211) 
represent the trace of a small 
portion of the boundary between 
two media of specific inductive 
capacities Ki and ^ The 
electric force in each medium at 
a point in the boundary surface may be resolved into two 
components, one parallel to or tangential to the surface at ^ 
the points and the other normal to the surface. 

The tangential components must be equal; otherwise 
it would be possible to obtain an infinite supply of energy 
by moving a charge of electricity round the cycle indicated 
by ahcd, the cycle being so taken that the work done on 
the charge along ah is greater than that done by the 
charge along c d, if we assume the tangential force in the 
upper medium greater than that in the lower medium. 
The cycle is infinitely small and the algebraic sum of the 
work for the path da, he, of the cycle may be taken as zero. 
One condition which must obtain at the surface of separa" 


276 ELBCTEOSTATICS. — FTTNBAMBl^TiLli THBOEY. 

tioB is, tlierefore, that at any point In the surface the 
tangential component of the force in one medium 
must equal the tangential component of the force 
in the other medinm. That is, if and denote the 
two tangential components, then 

T, = Z. , 

Again, if there is to fee no free charge at the surface 
of separation of the two media, it is evident from the 
definition of polarisation that at any point the normal 
polarisation in one medium must he eqnal to the 
normal polarisation in the other medium. That is, if 
and F^ are the normal components of the electric force in 
the upper and lower media, then the corresponding normal 
polarisations, Pj and are 

„a = 

and the second condition which must obtain at the bound- 
ing surface is given by the relation P. = Pg or 


?iF.=^F : 
4iJr 4nr * 


When a tube of force passes from one medium to the 
other the law of its refraction can he determined from the 
conditions specified above. Let Pj and Pg denote the mag- 
nitudes of the electric force in the two media, and let the 
directions of these forces make angles and <^3 with the 
normal to the surface. Then the tangential components and 
normal components are F^ sin Pg sin and F^ cos 
P2 cos and the necessary relations between these quan- 

Pj sin <j>^ = Pjj sin <j>^ 

gjP.cos^, = &j;cos,/.,. 

tan _ tan 

p, IT 

tan ^1 _ Pj 
tan ^ 


. mies are 


This gives 


or 



Fig. 212. 
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a relation which determines the refraction of a tube of force 
m passing from a niedium of specific inductive capacity K 

From this relition 

tlal l V greater than K^, then 4>. is greater 

tliaii <^2, that IS, when a tube passes 

from one medium to another of X 
smaller specific inductive capacity cKi) 

the tube is bent towards the nor- /C ^ \ 

mal, as in Fig. 212 . ~j7 4 - 

This question of refraction of the ^ \r 

tubes of force may also be associ- 
ated with the distribution of energy ^ 

in the media of the field. It has 212. 

been shown that, for a given in- 
tensity of polarisation, the energy per unit volume of a 

of the metom. Hence it follows that since the energy in 
field always tends to a minimum, the tubes of force 
will pass as far as possible through the media of greatest 
capacity, and the law of refraction^ from 
one rnedium to another is that each tube of force is re 

poSe foHt^ minimum potential energy 

— — sulphur or other di- 

^ ^ electric of high speci- 

__ inductive capacity 

— placed in the initial 

, Z uniform field in air 

:i:"' — 3 ;::::: : , between two charged 

■ — parallel plates. The 

‘ — tubes of force are re- 

Fiff 213 fracted so as to crowd 

into the dielectric of 

tive capacity, and each one seeks a pathff leT eSre^tt 
lim^ possessed in the unifon/field in air. ThlSs^ 
hmit to the number of tubes which are drawn throng the 



278 ELECTEOSTATICS.-^FTTNDAMSNTAL THEORY. 


ball, because for tubes some distance out the necessary in- 
crease in air path, in order to pass through, would involTe 
a greater increase in energy than would be compensated for 
by the decreased energy of the path through the ball. It 
will be seen that the crowding of the tubes of force through 
the ball causes, for a portion of their path, an increase in 
the area of cross section of the adjacent external tubes. 
This eTidently means that at points of increased area of 
cross section the intensity of polarisation of the medium 
has decreased, and, therefore, the energy per unit volume 
has decreased, that is, although the volume of the tube has 
increased for a portion of its path, the energy for that 
portion can be less than before. 

By an extension of the method of Art. 102 in the case of 
a conducting sphere in a uniform field it can be shown that 
in the case of a dielectric sphere in a uniform field, if be 
the intensity of the uniform field outside and F^ the field 
in the sphere, the specific inductive capacity of the 
medium outside and that for the sphere — 

■jft -jj! 

or, if the outside medium be air as in Fig. 213, 

TP ^ TP 

* jK: + 2 

where JS^ is the specific inductive capacity of the sphere 

Let Fig. 210 now refer to a dielectric sphere in a uniform field. 
Art. 102 it was shown that if the sphere was equivalent to a 
doublet of moment the field inside was changed fr*»ra F to zero ; 

we will, therefore, assume that in the present case to change the field 
inside from Fito the doublet must have a moment {Fi - F^)R^, 
Consider any point at the surface of the sphere. The normal 
F, just outsidCt is given by 

rp 2{Fj —‘F-],)R^ cos & I Et /d 1 

^ ^ + Ft 008 0 (See example, Art. 102.) 


= 2 {Fj - Fs) cos 0 -f- F, cos 0 = {3Fi - 2F^) oos 0 , 

the normal intensity FS iWefe, is given by 

F^ = F^ cos 0, 

since the field inside is Fg parallel to AB and therefore at an ande 
^ with the normal 0.2^. ® 
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the too medS/’'® normal polarisation, diaplaoement oi strain in 

and (Art. 103) these are equal f hence 

(Si^i - 2F^) cos e = cos 0, 


electric field it has been assumed that there is no enercv 

S,fm™ “““ O' “• 

same nature, but, in — 

accordance -witli the — ^ 

fcpgent law of refrac- — - 

tion and witH the as- ^ — 

sumption that the con- ^ \ 

!^«pting surface acts as IIZZIIzB. ^£3ZZZII 

if it enclosed a dielec- — - 

trie of infinitely iar^e 

specific inductive capa- . ‘ 

city, the lines of force p,. 

as shown in Fig. 214 

dent that the piece -will, like the conductor be ureed 
tois^ards the region where the intensitv of th« ^ 

tTeTerof f specific inductive capSfy of 

the piece _of dielectno be less than that of the surmundinr^ 

mM.™ « will to u,g«l tto 

M.AHDE, . - 

19 



ELIOTBOSTATICS. — FTOBAMEl^TAL THBOEY. 


electric force. Tlie lower limit of tlie force acting in eacli 
of tliese cases can evidently be determined by tbe method 
indicated in Art. 97 for the case of a small conductor in 
the field. 


Exercises ¥1. 

Section B, 

(1) A small brass sphere is charged with 30 units of positive 
electricity, and is then made to touch another equal sphere having 
a charge of 10 units of negative electricity. Find the force exerted 
between the charged spheres when they are separated by a distance 
of 10 cm. 

(2) Two charges of -f 10 and - 10 units are placed at two comers 
of an equilaterfid triangle of 10 cm. side. Find the magnitude and 
direction of the resultant force acting on a charge of + 10 units placed 
at the third corner of the triangle. 

^ (3) Six equal charges are placed at the corners of the base of a 

hexagonal pyramid. If the slant edge of the pyramid is equal to 
the diagonal of its base, find the intensity of the field at the apex 
due to the charges at the base. 

(4) Four equal charges, each of 10 units, are placed one at each of 
the four corners of a square of 5 cm. side. Find the potential at the 
centre of the square and at the middle point of either of the sides. 

(5) A sphere of 10 cm. diameter charged with 50 C.G.S. units of 
electricity is placed in contact with an insulated tin can, and the 
potential of the conductors after contact is found to beS O.G.S. units. 
Find the capacity of the tin can. 

rind an expression for the energy lost when a charged con- 
its charge with another exactly equal and 
sense is the energy lost ? Whatheeomes 

(7) A small pith ball weighing one decigram suspended by a silk 
fibre and charged with positive electricity is repelled when a charged 
glass rod is brought near it. If the direction of the electric fiel«f of 
the glass rod near the ball is horizontal and its magnitude is equal to 

C.G.S. electrostatic units, when the deflection of the fibre is 45° 
what is the charge on the ball ? 

(8) An insulated soap bubble 10 cm. in radius is charged with 
20 C.G.S. electrostatic units. Taking the atmospheric pressure as 
10« dynes per sq. cm., find the increase in radius due to the charge. 
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(9) What is meant by an eleotrio image? A charge of electricity g 
is situated at a distance I from an earthed conducting sphere. Find 
the distribution of the induced charge in terms of the distance from 
the point, etc. 

(10) A circular metal plate A of radius 10 cm. is earthed. At a 
distance of 1 mm. froih it is placed another plate B of the same size, 
which is insulated and charged with 100 units. Find approximately 
the charges on the four surfaces and the force on the plate A. [The 
capacity of a charged circular disc of radius a at a large distance from 

• ^Ob T 

all other conductors is — 

(11) A brass ball 7 cm. in radius is suspended concentrically inside 
a spherical brass vessel of internal radius 9 cm. and external radius 
10 cm. If the charge on the ball is 56 units and the potential of the 
outer vessel is 5, what is the potential of the hall ? 

(12) A metal ball of mass one gramme suspended by a dry silk fibre 
forms a simple pendulum whose period of vibration is two seconds. 
The ball is now charged with 100 units of electricity, and a large 
earthed metal plane is held two cm. below it. The pendulum being 
now set swinging, find its period. (Take g = 1000 cm. /sec.®) 

(13) A conducting sphere of diameter 6 is electrified with 105 

units ; it is then enclosed ooncentrioally within an insulated and 
unelectrified hollow conducting sphere formed of two hemispheres of 
thickness | and internal diameter 7. The outer sphere is then put 
to earth ; determine the potential of the inner sphere before and 
after the outer sphere is earth-connected. (B.E. ) 

(14) Explain the term electric potential. If 100 units of work 

must be done in order to move an eleetrio charge equal to 4 from a 
place where the potential is — 10 to another place where the poten- 
tial is F, what is the value of F? (B.E.) 

(15) Show that if the energy in the electrostatic field is regarded 
as distributed throughout the field the amoimt of energy per unit 

volume at any point P is , where h is the specific inductive 

OTT 

capacity and R the eleotrio intensity at P. (B.E. Hons.) 

(16) Explain how the forces in the electric field may be regarded 

as due to tension along the lines of force combined with pressure at 
right angles to them. (B.E. Hons.) 

(17) Discuss the application of the* method of images to the solu- 
tion of electrostatic problems. • (B.E. Hons.) 

^ (18) Show that in passing from one dielectric to another electric 
lines of forces may undergo a change in direction. (B.E.) 
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SdctioB. 0. 

(1) What is the law of attraction and repulsion between small 
bodies charged with electricity ? 

If a number of insulated bodies, some charged positively and some 
negatively, be suspended within an insulated tin canister, what will 
be the condition of the outside of the canister and under what cir- 
cumstances will it possess no charge ? (Inter. B.Sc. } 

(2) A, B and G are three conductors equal in all respects. A is 

charged, made to share its charge with B and afterwards to share 
the remainder with G — ^both B and G being previously without 
charge. The three are now separately discharged. Compare the 
quantity of heat resulting from each discharge with what would 
have been produced by the discharge of A before any sharing of its 
charge (i.e. compare the energies). (Inter. B.Sc.) 

(3) What is meant by an electrical image ? A charge of electricity 

-f g is situated at a distance ^ from a large earthed plane conducting 
sheet. Find the distribution of the induced charge in terms of the 
distance from the point. (B.Sc.) 

(4) Two spheres of radii 5 and 10 centimetres respectively have 

equal charges of 60 units each. They are then joined by a thin wire 
so that their charges are shared between them. Calculate the total 
energy before and after sharing. What becomes of the difference of 
energy ? What difference would be caused by bringing the spheres 
into direct contact with one another ? • (B.Sc.) 

(6) What is an electrical image ? 

A point charge is placed 3 cm. in front of an infinite plane con- 
ductor, Show that the total induced charge on the portion of the 
plane which is contained by the circumference of a circle of radius 
4 cm,, and whose centre is the foot of the perpendicular let fall from 
the point charge on the plane, is numerically | of the point charge. 

(B.Sc. Hons.) 

(6) Can you reconcile Maxwell’s system of tensions and pressures 
in the dielectric medium with the theory which gives the energy 

per cubic centimetre as ? (B.Sc. Hons.) 

(7) Find an expression for the force per square cm. of surface on a 
conductor due to its charge. What charge must there be upon a 
soap-bubble of radius IJ cm. if the air pressure is the same inside 
and outside the bubble, assuming the surface tension to be 27? 

(B. Sc. Hons.) 

(8) Show how the induced electrification distributes itself on a 

conducting sphere placed in an uniform field. (B.Se. Hons.) 
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(9) Explain the method of eleotrieal images for the solution of 
problems in electrostatics. 

Find the distribution of electricity produced on a conducting 
sphere when a point charge is placed near it. (B.So. Hons.) 

(10) Show that in an electrified system, if equipotential surfaces 
be drawn corresponding to unit difference of potential, the energy of 
the system is proportional to the number of cells into which the 
dielectric is divided by these surfaces and the unit tubes of force. 

What is the relation between the number of unit tubes of force 
which emerge from a closed surface and the total quantity of elec- 
tricity within it ? (B. Sc. Hons. ) 

(11) What is an electrical image? Show how to determine the 
electrical image of an external charge in a given sphere, (D.Sc. ) 



CHAPTER VIL 


ELECTEOSTATICS.— OOISTDEFSEES AND 
CAPACITY* 

\jfC>5. Principle of Condensers. — Let A (Eig. 216) be 
an insulated metal plate fully charged to the potential 
+ F, say of the positive pole of a Wirashurst electrical 

machine (Chapter IX.). 
Now bring near A a second 
|_l_ insulated metal plate B ; 

inductive dispiacein6B.t 
takes place, tbe near side 
of B exhibiting a nega- 
tive charge, the far side a 
positive charge, and the 
uniform potential of B 
becomes + -y, this being 
somewhat less than V in 
magnitude. 

Consider now the effect 
of B on the potential of 
A, The negative charge 
on B tends to lower the 
potential of A and the 
positive charge on B tends 
to raise it ; these two op« 
posing influences nearly 
counteract each other, but 
the^ negative charge has a 


Fig. 215. 


slight advantage, so that on the whole the potential of A is 
lowered just a little. Clearly then a very slight additional 
rge can be sent from the machine to A until the poten- 
is once more equal to F ; clearly also the nearer the 
plates are together the more marked is this effect. 
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Let tiae plate B be now earthed ; as previously indicated 
the positive charge on B disappears, a somewhat greater 
negative charge appears, and the potential of B becomes 
zero. This increased negative charge reacting on A lowers 
the latter’s potential, and as there is now no positive charge 
on B to counteract this, it is clear that the potential of A 
is considerably lowered, and in consequence a much greater 
charge can be sent from the machine to A to raise the 
potential to the limiting value F, i.e. the capacity of A is 
considerably increased. To summarise : — 

The. .potenticd of- an . insulated charged conductor is con- 
siderably weakened and its capacity is considerably Ihcreased 
when an earthed conductor is brought near it ; 

Such an arrangement is caUed a condenser, the con- 
ductors being termed the coatings, and the insulating 
medium the of the condense^/ 

It has been indicated that glass, wax, mica, etc., allow 
inductive influence to take place through them better than 
air and are said to have a higher specific inductive capa- 
city; with one of these substances as dielectric the effects 
mentioned would be still more marked. For this reason, 
and also owing to their greater mechanical rigidity, solid 
dielectrics of glass, wax and mica are frequently employed 
in practical condensers. 

If B entirely surrounds A, the induced charges are each 
equal to the inducing charge, and when B is earthed, only 
the positive charge on B passes to earth, so that the nega- 
tive charge on B is as before (Art. 76) ; in other words, 
the electricity which flows out of B is exactly equal to the 
charge which has passed on to A, This is practically true 
also for condensers used in practice where the plates are 
large and the dielectrics thin; hence, looking on the con- 
denser as a whole, there is no accumulation of electricity, 
since as much flows out of B as flows on to A, hut there is 
a large charge on A and that is what we mainly require. 

,.3106.. Capacity of a Condenser.— of a 

condenser is measured by the quantity of electricity wMchl 
must he given to it to establish unit potential difference] 
between the coatings ; if one coating be earthed the capacity 
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of tlie condenser wUl be measured by the quantity of elec- 
tricity necessary to raise the other coating to unit potential, 
i.e. the capacity of the condenser is numerically the same 
as the capacity of the plate A when B is earthed. Hence — 


A condenser has a ca- 
pacity of one elec- 

trostatic unit if the elec- 
trostatic unit quantity 
produces a P.B. of one 
electrostatic unitbetween 
its coatings. 


The practical unit is the 
farad ; a condenser has a 
capacity of one farad if 
a charge of one coulomb 
produces a P.B. of one 
volt between its coat- 
ings. 


One farad = 9 x 10^^ electrostatic units. 


One microfarad 


10 « 


farad = 9 x 10® electrostatic units. 


The condenser of Art. 105 was charged by earthing one 
coat B and connecting the other coat A to the positive pole 
of the machine. If G and F denote the capacity and po- 
tential of A in electrostatic units (which will therefore, in 
this case, be the “capac%” and ** potential difference be- 
tween the coat mgs ” of the condenser)^ the charge accumu- 
lated (Q), and the energy of the charge (H), will be — 

Q z= OF e.s. units 


B OF* = J QF : 
A z 


.1 ^ 

’ 2*0 


ergs, 


whilst if 0 be in farads and F in volts, Q will be in cou- 
lombs and B in joules (1 joule = *7375 foot pound). 

Imagine now both plates insulated, A connected to the 
positive pole at potential -f* F and B to the negative pole 
at potential — F. The potential difference between the 
coatings is 2 F , and if 0 denote the capacity of the condenser 
the charge” and “energy ” are — 

Q = 20F 

H = |0(2F)* = 20P, etc. 

The reader will now have distinguished between the capacity of 
the condenser^ which is obtained by dividing the charge on A hy the 
potential difference between A awe? and the capacity of the coat A 
which is obtained by dividing the charge on A hy the actual potential 
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of A . Til© capacity of a given condenser is constant, depend- 
ing only on dimensions and the nature of the dielectric, but the 
capacity of A is affected by the electrical condition of B and is only 
numerically the same as the capacity of the condenser when B is 
earthed, for then the potential of A is the potential difference be- 
tween the coatings, since B is at zero potential. 

107 » Specific Inductive Capacity or Bielectric 
Constant. — TMs has already been defined in Arts. 66, 74, 
and these definitions should be re-read before proceeding 
further. 

In Art. 84 it has been indicated that the capacity of a 
body depends upon the medium in which it is placed ; it 
depends in fact upon the strain in the medium accompany- 
ing a given potential difference — ^the greater the strain the 
greater is the charge accumulated, and the greater’ there- 
fore is the capacity of the body. If C denotes tlie ca- 
pacity of a body in air, and if its capacity increases 
to MC when it is embedded in a dielectric cr, M 
measures the specific inductive capacity of x. 

Again, imagine two condensers exactly alike, but one 
with air and the other with a medium x for dielectric, and 
let their capacities be compared by methods indicated later. 
The ratio of the capacity of the condenser with di- 
electric X to the capacity of the equal air condenser 
measures the specific inductive capacity of i.e. 

Capacity of condenser with dielectric x 
Capacity of equal air condenser 
_ C Specific Inductive \ 

~~ I Capacity of x, > ’ 

. ( Capacity of condenser 1 

“ t with dielectric x ) 

_ ^ (Capacity of an equal \ 
t air condenser y 

For example, it is shown in Art. Ill that the capacity of the 

s 

parallel plate air condenser of Fig. 215 is where S is the area of 

the plat© A and d is the distance between A and B ; if the air be- 
tween the plates be replaced by a dielectric of specific inductive 

S 

capacity K, the capacity of the condenser becomes K 
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It wiU be that the capacity of a condenser 

depends upon three things. (1 ) The size of the plates^ — ^the 
greater the size the greater the capacity. (2) The thickness 
of the dielectric — ^the greater the thickness the less the 
capacity. (3) The specific inductive capacity of the dielec- 
tric— the greater the specific inductive capacity the greater 
the capacity. 

108. The Leyden Jar. — A familiar form of condenser 
is called the Leyden Jar. It consists, as shown in Pig. 216, 
of a glass jar having an inner and outer 
coating of tinfoil. These coatings cover 
the bottom and sides up to about three- 
quarters of the height of the jar, and act 
as the plates of the condenser. The mouth 
of the jar is closed by an indiarubber 
bung, and contact is made 
with the inner coating by 
means of a brass rod, which 
passes through the centre of 
the bung. This rod termi- 
nates above in a rounded knob 
and carries below a loose piece of brass chain, 
the lower end of which rests on the tinfoil. 

To charge the jar the inner coating is put 
in connection with the pole of an electric 
machine, and the outer coating is connected 
to earth, for example, by being held in the 
hand. The inner coating thus receives, say, a 
positive charge, and an equal negative charge 
is induced on the inner surface of the outer 
coating, the corresponding positive charge 
passing to earth. 

These charges are mainly on the inner and 
outer surfaces of the glass where they are as 
near as possible to each other. That this is 
actually the case may be shown experimen- 
tally by means of a jar with movable coatings (Pig. 217). 

Exp. The Jar is charged in the usual way and placed upon a 
plate of glass. The inner coating is now lifted out by means of an 


Pig. 216. 


Pig. 217. 


Kg. 218. 
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insulating loop of silk thread and placed on the sheet of glass. The 
glass jar is now lifted out of the outer coating and also laid ondihe 
elaas U either of the coatings be now tested, it will be found to 
assess practically no charge ; but if the jar be put together again as 
More, & will be found to be as strongly charged M at first, ihis 
shows that the charge may be located on the surfaces of the glass 
which forms the dielectric of the condenser. 

If the two coatings of a charged jar ^ 
nected a discharge at once takes place. This is 
best done by means of the discharging tongs 
CEitr. 218), which are provided with an insulating 
handle ; one knob of the tongs is placed agamst 
the outside of the jar, the other is brought near 
the knob of the jar and a bright spark passes 
between them. If the outer coat be touched with 
one hand, and the knob of the jar with the other, 
the discharge takes place through the body and 
an unpleasant “ shock ” is felt which may be dangerous. 

A charged jar can be discharged by “alternate contacts.” The 

charged jar is^ced on a sheet of glass ; ite outside is at “^o po- 
tential with a negative oWge, and its inside is at a positive 
potential with a positive charge. Touch tU ^ -fX oj 

a small amount of electricity passes to earth and the potential of 
the inner coat becomes zero. The potential of the inner coat is zero 
^dS“he combined influence of its own positive charge and the 
negative charge on the outer coat ; hence, when the imer coat is 

toLhedonly a small charge passes to earth, the bulk of it neoessan^ 

remaining cm the coat. Now the outer coat was originally at zero 
potentiafunder the combined influence of its own negative charge 
Ld the positive charge on the inner coat. As some of the latter 
has now^en removed the effect of the outer coat s ciwn charge pre- 
dominates, BO that the potential of the outer coat is now sbghtly 
negative. Touch the outer coat unth the finger ; a small amount of 
electricity comes from the earth, neutraUses a smaU negative oharee 
and the outer coat becomes at zero potentiah The inner cmat is 
once more touched, then the outer, and so on, until finally the jar is 
discharged. 

109. Besidual Charge and Discharge.— If a Leyden 
iar be charged to a given potential difEerence, and then to 
allowed to stand for a time, the potential difference will 
to found to have diminished. Further, if .a jar to dis- 
charged so that the two coatings are brought to the same 
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potential, and then be allowed to stand for a time, it will 
be found to gradually acquire a potential of the same sign 
as at first, but smaller, and a second discharge can be 
obtained: with some Leyden jars four or five successive 
discharges can be obtained in this way, the jar being 
allowed to rest insulated after each discharge. 

These efiects are often said to be due to ‘‘electric 
absorption.” Thus Faraday imagined that the opposite 
charges penetrated the dielectric a certain distance to- 
wards each other, the penetration being further, within 
limits, the longer the interval of time during which the 
charged jar is standing. After discharging the jar, some 
part of these charges, freed from the repulsion of the like 
charges behind, is conducted back to the plates, and a 
second discharge can be obtained, and so on ; this explana- 
tion, although partly true, is not, as worded, wholly satis- 
factory, and the phenomenon is more usually explained on 
the supposition of strain in the dielectric. 

On charging, the solid dielectric is strained to a greater 
extent than an air dielectric would be, for it sets up a less 
opposition to the forward pressure of the machine, and, 
moreover, the solid dielectric tends to retain this .condition 
of strain. When the jar is discharged, the dielectric does 
not recover itself at once, but does so gradually, and, 
therefore, after a time, a charge appears on the coatings. 
In air condensers these effects are absent. 

Maxwell has worked out a theory on the supposition 
that the solid dielectric is . heterogeneous, parts being 
slightly conducting and other parts niore perfectly in- 
sulating, the strain tending to persist in the latter, but to 
break down in the former. If the dielectric is homo- 
geneous and slightly conducting there will be no such 
effects, for on the first discharge the strain will break 
down simultaneously throughout the whole medium. 

These effects are known as “residual effects,” the 
charges being termed “residual charges,” and the dis- 
charges “ residual discharges.” 

The capacity of a condenser will be affected by the 
phenomena referred to above, and, in any experiment, will 
depend on the time of charging; hence the cajpacity is 


ELECTROSTATICS. — CONBBKSERS AND CAPACITY. 291 



more exactly defined as measured hy the instantaneous 
quantity required to produce unit potential difference 
tween the coatings^ 

110. Capacity of Spherical Condenser. — Let the 
condenser (Fig. 219) consist of two 
concentric spheres, A and Bf of radii 
M and B 2 cm. respectively, separated 
by a dielectric of specific inductive 
capacity JT. Further, let B be earthed 
and a charge + Q e.s. units be given 
to A so that a charge - Q e.s. units 
is developed on the inner surface of B. 

The potential at all points inside B, 
due to the negative charge on B, is 

— ^ . this is, therefore, the induced potential of A due 
KEf 

to the charge on B, 

The free potential of A due to its own charge is 

The actual potential of A is, therefore, 

and, since B is at zero potential, this is the potential 
difference (P.B.) between the coatings. Hence 

Capacity ot condenser = p.p. between A an d^’ 

' _ 0 


Fig. 219. 


Q 

(2_. 


K 


Bj 


K 


e.s. units, 


and, for a spherical air condenser , 

Capacity = e.s. ilnits. 

Again, consider the case where B is insulated so that a 
charge + Q outer surface. Let the small 
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thickness oi B he x cm., and, for simplicity, let the 
dielectric be air. Then 

Potential of ^=-^ - Potential of P=-^ 

B, E, B,+x’ B,+x 

Q> ^ 

•®1 ^2 * 


P.I). between A and B : 


/Ul 


: ■^ 1-^2 

B>2 ' — B>i 


i.e. Capacity of Condenser : 
as before. 

Note that, although the capacity of the condenser (obtained by 
dividing the charge on A by the P.D. between A and B) is the 
same in both cases above, the capacity of A (obtained by 
dividing the charge on A by the actual potential of A) h not the 
same ; it is less in the second ease. Of course, the second ease would 
be of no value used as indicated above, for the potential q/" ^ is not 
sufficiently reduced by the action of B to enable a large charge to 
pass on to it. 

111. Capacity of Parallel Plate Condenser. — Let 8 
square centimetres be the area of either of the plates of 
Eig. 215, d cm. the distance apart, -f p the surface density 
of the charge given to A, and let — p be the induced sur- 
face density on B. The latter plate is earthed and the 
specific inductive capacity of the dielectric is K, 

A positive unit in between the plates will be repelled by 

A with a force , and it will be attracted by B with an 
equal force; hence the force on the positive unit will be 
and the work done in moving it from B to A will be 

X d. But this work in ergs measures the P.D. in e.s. 

; also the total charge on A is 8p. Hence 

Capacity of condenser = ^ 

PB. between A and P 


6.S. tmits. 



From tMs it follows that the capacity of this condenser 
is the same as if the dielectric of thickness t were re- 
placed by a layer of air of thickness t/K ; in other words, a 
^electric of thickness Kt is equivalent to an air thickness 
t, which confirms the definition otK given in Art. 66. 
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In the above we are assuming that there is no disturb- 
ance due to edge distribution on the plates, and that the 
field between the plates is uniform, the lines of force being 
parallel straight lines crossing normally from one plate to 
the other. 

"^12. Capacity of Parallel Plate Air Condenser 
witt Intervening Slab of other Dielectric— In Art. 

Ill the dielectric of specific inductive capacity K com- 
pletely fills the space between 

the plates ; if the medium be ^ t "'xt p 

air the capacity is, of course, j{< | 

8l4i7rd. _ i R y| 

^Now consider Bg. ^220, ® 

which depicts a slab of ^ 

electric (of specific inductive a i 

capacity K), with plane parallel faces, and of thickness 
t cm., in between the plates, the rest of the medium 

being air. ^ t> 

The forces in the three regions, P, Q, and ic, are evi- 

dently 4urp,.^^ and 4vp respectively. 

j6l 

The total work done in conveying unit quantity from 
one plate to the other is, therefore, dxpaj + -k 4i7rpy, 
and this measures the potential difference ; hence 


P.D. = 4^p|(aj-l-2^) + ^j 
and, since the charge on A is Sp, 
Capacity of condenser = — j- 


: d-Trp ( d 


-e.s. units. 


d’-t + 
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113. Capacity of Cylmdrioal Condenser, Sub- 
marine or Concentric Cable. — For simplicity, we will 
irst consider an air condenser. A cylindrical condenser 
consists of two coaxial cylinders. If tke inner cylinder is 
charged and the outer one connected to earth, the induced 
charge on the outer cylinder will be equal in magnitude 
and opposite in sign to that on the inner one ; for it is 
eiddent that all the tubes of induction emanating from the 
inner cylinder must terminate on the inner surface of the 
outer one. Let the charge per unit of length on the inner 
cylinder be Q units. Then, as shown in Art. 92, the 
electric force at a point at a distance r from the axis 

of the cylinders is Let the radii of the inner and 

outer charged cylindrical surfaces be a and h cm. respec- 
tively, Then the work done in conveying unit quantity of 
electricity from the outer to the inner surf^tce is given by 


But this is the difference of potential between the two plates 
Hence the capacity of the condenser per unit length is 

Q/2Q logs A Of l/21oge 

a a 

and for a length Z cm. we have 

Capacity of condenser = - — e.s units. 


Approximate expressions may be used in certain cases 
for simplicity. Consider, for example, the capacity per unit 

length, viz. l/21og^— . If the di:Eerence between h and 

d 

a is very small compared with a, so that h = a 4- d, where 

d is very small, then the result reduces to l/21og^» - . -— - or 

■ a 

l/21oge or 1/2-^ (approximately), that is, to 

This approximate result is easily obtained more directly . 
If a and a + d are the radii of the cylinders, and cZ is very 
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small compared with a, then the electric force between the 
cylinders is approximately and the work done in con- 
veying unit quantity of electricity from one cylinder to the 
other is approximately and as this is approximately 


the difference of potential between the cylinders, the 
capacity per unit length is approximately equal to 


Q 


I md 


a 

25 ’ 

27ra 


This result may be written as and 27ra is evidently 

the area of unit length of the charged cylindrical surface, 
so that in this case also the capacity of the condenser is 

given by , and the capacity -per unit area is -where 

d is the distance between the cylinders, and is assumed to 
be very small compared with the radii of the cylinders. 

If the medium between the two cylinders be one of 
specific inductive capacity K it is readily deduced that 

Capacity = K — ~ e.s. units. 

2 lOge — 

This formula is applicable to cables, where I is the 
length in cm., a the radius (or diameter) of the inner con- 
ductor, b the outer radius (or diameter) of the insulating 
material, and K the specific inductive capacity of this 
material. Since common logarithms of base 10 can be 
converted into Napierian logarithms of base e (2*71828) 
by multiplying by 2*3026 — 

Capacity of cable = K ? 


- e.s. units 


2*3026 X 2 logio— 


a 

: jb: X - X ~ microfarads. 

a 


M. AND B. 


20 
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114:. Capacity of Spherical Air Condeiaser with 
Insier: Conductor connected to Eartli,— In this case 
if tiie inner sphere be earth-connected and the outer one 
insulated, the question is slightly complicated. The inner 
sphere is at potential zero and the outer one at potential 
Fj, say. The potential of the surroundings of the outer 
sphere may also be assumed to be zero. Hence the lines 
of induction emanating from the outer sphere will run 
from its inner surface to the inner sphere and also from its 
outer surface to the surrounding objects, that is, there 
will be a positive charge on both the inner and outer 
surfaces of the sphere. Since all the tubes emanating 
from the inner surface must terminate on the inner 
sphere it follows that the negative charge on the latter is 
equal to the positi've charge on the former, and, similarly, 
the positive charge on the outer -surface is equal to the 
negative charge distributed over the surroundings on 
which the tubes of induction, emanating from the outer 
surface, teiToinate. Let and B^ denote the radii of 

the charged spherical surfaces, in order from the centre. 
Then, since the arrangement practically consists of a 
spherical condenser with surfaces of radii JSj, and a 
spherical conductor of radius B^, the combined capacity of 
the arrangement is 






+ B,. 


The potential of each of the two inner surfaces is 
equally affected by the charge on the outer surface, and, 
therefore, the difference oi these two potentials is inde- 
pendent of the outer charge. Also the potential at the 
outer surface is not affected by the charges on the inner 
surf aces, ^ since the algebraic sum of these charges is zero. 
Hence, it .follows that the capacity of the condenser 
formed by the two inner surfaces is unaffected hy the 
third outer charge, and also that the capacity of the outer 
spherical surface is unaffected by the inner charges, and, 
therefore, the capacity of the system is the sum of the 
js of the two constituent parts, as given in the 
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Fig. 221. 


Tlie capacity of the outer spherical surface is measured 
by 1^3 only when the surrounding earth-connected objects 
are at an infinite distance from it. If one or more earth- 
connected conductors are in the 
near neighbourhood of the surface 
the magnitude of the charge on 
this surface will be increased by an / \ 

amount depending, upon the con- / ^ “ 

ditions of the case. As an extreme I I § / 

case, for example, if the system be \ J 

surrounded by a fourth concentric 
spherical surface (Fig. 221), of 
radius connected to earth, the 
system evidently becomes a double 
spherical condenser, the radii of 
the surfaces being B^ and B^ for 

one condenser, and B^ and B^ for the other, and the 
capacity of the system is 

B^B2 B^B^ 

B^- B, B, - B~* 

115. Grouping of Condensers in Parallel, Abreast, 
or in Battery. — This arrangement is indicated in Fig. 

222 , and clearly the capacity of 

r '} ""] ' V compound condenser is the 

««p« J__ sum of the capacities of the in- 

^ l_T dividual condensers. For if 0 

Fig. 222, denote the capacity of the com- 

pound condenser, and V the diffe- 
rence of potential between its plates, then the total charge 
in it is given by Q = OF. But if 0^, 0^, O 3 , etc., denote 
the capacities of the individual condensers, and Q^, Q 3 , 

etc., the individual charges, we have 

Q = + Qa + Qs + • * •* 
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If fcke condensers are alike, say each of capacity Gi, then in Fig. 
222 the joint capacity is ZGi, and if there are n condensers the joint 
capacity is nGi. 

The charge on each condenser is, if they are alike, Gi V ; hence 
the total charge in Fig. 222 is 3(7i F, and, in the case of n condensers, 
riOiF 

The energy of each condenser is, if alike, F^ ; hence the total 
energy in Fig. 222 is 3 X f (7i F*, and, in the case of n condensers, 

F®. 

Summary of n equal Gondemers in Parallel, 

1. Joint capacity = n times the capacity of one condenser. 

2. Total charge —n „ ,, charge ,, ,, 

3. Total energy =« ,, „ energy „ „ 


116. Grouping of Condensers in Series or in Cas- 
cade. Mixed Grouping. — This arrangement is shown in 
Fig. 223. Since the outflow from one condenser consti- 
tutes the charge on the next, the charge Q on the positive 
coating of each must be the same and equal to that com- 
municated to the first condenser. If F be the potential dif- 
ference between A and Yy Fg, Fg the potential differences 
between the coatings of the separate condensers, Cj 

the individual capacities, and 0 the joint capacity — 

Aj n F=F’j + F2+F8, 

n n n n 


If the capacities are the same, say each Oi, then in Fig. 223 -- 

3 . 1 . ^ 

= i.e. G = ^Git and, if there are n equal condensers, the joint 

capacity is 

Again, since the condensers are assumed alike, the potential dif- 
ference for each (Fig, 223) is £ , and the charge on each is ai—, and 
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-Jt- ~4r ~4r ^ 



Fig. 224. 


the toicrf charge 3 x Oi y, i.e. <7,F. This is equal to the charge 

which one condenser would take if used alone ; the same applies to 
n equal condensers. ^ ^ 

Finally, the energy of each, assumed alike, j and 

the total energy is 3 X (”3 ) » ”3 ^ 2 

only J of the energy of a single condenser used alone ; with » equal 

condensers it would be 

n 

Summary of u eqwcd Condensers in Series. 

1 . Joint capacity = ^ capacity of one condenser. 

2. Total charge = same as on one 

condenser used alone. 

3 . Total energy = ~ of energy 

of one condenser used alone. 

A mixed grouping is shown in 
Fig. 224, and the total capacity is 
obtained thus — / 1 1 1 \ 

Joint capacity of and in series ^ ) 

^ OA ' _ 

Cx -t~ O2 

0 G 

Joint capacity of and in series = IQ^ ^ 

G G 

Joint capacity of and in series = ^ q* 

and, since these three sets are in parallel-- 

Total capacity = + Q, ^ G,+ 0/ 

117. Types of Condensers.— One form of standard 
condenser for testing purposes consists of alternate sheets 
of tinfoil (thin lines in Fig. 225) and paraffined paper or 
mica lines), the odd conducting sheets being joined 
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to one terimnal JL, the even numbers being joined to ter- 
minal B ; tbe arrangement is thus equivalent to two large 
plates separated bj a tbin and good 

,8 dielectric. They are frequently of | 

microfarad capacity, tMs being ap- 
proximately the capacity of one knot 
of the Transatlantic cable. 

.. Lord Kelvin's standard condenser 
— is shown in plan and section in Figs. 

226, 227. It consists of two systems 
Fio” 225 ^ ^ parallel metal plates, ar- 

ranged, as shown in Fig. 226, so that 
the plates of one system alternate with those of the other. 
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plates, and exact parallelism of tlie plates is^ secured by 
means of accurately cut distance pieces or rings on the 
rods. One system of plates is fixed to the sole-plate of 
the condenser and the other set rests on three short glass 
pillars carried by screws working through the sole-plate. 
By means of these screws the plates of the system carried 


by them can be adjusted parallel to those of the other 
system and so that any plate of one system is midway 
between the two adjacent plates of the other system. 
The plates are covered by a dust-proof cover and the 
instrument rests on insulating vulcanite legs. 

An adjustable standard condenser is shown in Fig. 228. 
It will readily be seen that when the plugs are in the back 
set of holes the component condensers are short-circuited 





vidual capacities. It will be understood from tMs that by 
moving one or more plugs from tbe back to the front it is 
possible to combine in parallel one or more sections of the 
condenser. The terminals are at B and B. 

The general principle of the guard-ring condenser will be 
understood from Fig. 229. In a simple parallel plate con- 
denser the. density is greatest round 

G A ^ the edges of the plate and the field is 

not everywhere uniform as is assumed 
' ri " in developing the formula (Art. 111). 

.J ' This is remedied in the guard-ring 

Fig. 229. condenser by surrounding the plate 

A by a metal ring the two being in 
the same plane. If A and G are in conducting communi- 
cation and charged, the effect of ^ is to prevent this 
irregularity at the edge of A. The second plate B of the 
condenser is fixed to an insulating support and its distance 
A can be adjusted by a 

screw. In using r . 

the condenser, A and G are | 

metallically connected and } ^ — 

charged, being earthed; ^ "" , 

A and G are discon- Fig. 230. 

nected from each other and G 

is earthed. The charge on A remains, and the capacity of 
condenser is given by the formula iS^/43rcZ, jS' being the 
mean of the areas of A and the circular opening in G, 
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or connected for discharge, but when the plugs' are in the 
front row of holes all the condensers are connected in 
parallel and their joint capacity is the sum of their indi- 


/ MICROFARAD 
E 


Fig. 228 
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Tlie principle of the sliding condenser ia shown in Fig. 

9 J i “ d G are two metaUic cylinders in hne and 

Slatedt, . in.ll .1; M A rtilrt B 1. « 

cjlinder Vm'ai.rtliS. ”k S cinsed to slide 

to !. the el.»S« » the “P- 

city is Z/2 log. i (Art. 113). B is supported on vulcanite 

rests inside 0 Tnd metal covers are arranged to protect A 
from external disturbing influences. 

'“S'Scr dS.ltJ .riirol..ng. on it, d the di.ltoe 
beSeen A end B, and, in tie fat plitce, let the modinm be 

^^^■Facli unit of cliarge on A is attracted by JB with a 
2^, and, since unit area contains a charge p unrts, it wil 
attracted with a force 2-n-p X p, t.e. 2np he 

Mechanical force on unit area of J. - 2vp , 

• Mechanical force on the whole plate A - 2wSp , as- 
tito nliaro'e uniform all over the surface. 

®Tow let L medium be one of specific inductive capa- 
citv K Li let the charges he the same as before so that the 
% T'l ilPT, wtv is still P The force on each unit of charge 
the torn, on the obn:*, per .to 

area is ^■epjK x p, i.e. 2n:f?lK ; hence. 

Mechanical force on unit area of A = 

2Tr8p^ 


Mecbanical force on the whole plate A — — ^ 

Thus if the charges remain the same, the force of aUraction 

heZr^ the plates when the dieledric ^ one of specific mduc- 
tte TpaciiU, u the Kth part of what it is in air (^.e. the 

force is K times less than the force m air). . 

' Irain imagine a positive unit charge in betw^n the 
nlates* it will be attracted by B with a force 2tpIK, an 
?^eUed by A with a force 2nrplK, so that the total force 
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on it is 4sTcpjK, Tlie work done in moving this positive 
unit from to J. is, therefore, 47rpfi/Z, and this measures 
the P.D. between the plates ; if F denotes this— 

Y _ ^pd , _ KV 

K ’ " ^ ~ 4?J' 

Now let the medium be air for which K is unity ; then 

F V 


Mechanical force on A 


8r^ 


Substitute now the second dielectric, but let the charge 
be altered so that th6 poteutiobl diffsTencd F is the so/ftie as 
before ; let p^ be the new density, then 

Mechanical force on J. = r= f 

KSV^ 


* 

Thus, if the potential difference remains the same, the force 
of attraction between the plates is \K times greater when the 
dielectric is one of specific inductive capacity K than it is 
with air. 

Again, if / denote the force of attraction on A, we have 
from the preceding— 


f ^ _ 27rSp , p _ 27rQp ^ 

^ K ~ "K ^ ^ 

and F = 

K' 

.•.E™rBT=ier = >.g 

Now imagine the plates close together so that F (and d 
are practically zero: the energy is practically zero. Move 
the plate A back through a_disUnce d; the work done is 
fd, and this, by the above, is equal to the energy of the 
charged condenser. We may deduce from this that the 


--fd. 
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energy resides in the medium as prey Wy indicted. Tire 
Si sWd think this out in detail for bimself. 

Wn since the energy of a condenser is Q^I^G, it 
fht^^Q he constant, the energy is as the 

t^jijXe. it is less with a medium of specidc inductive 

is also ^O^^onows^^ 

K*U*of course, assumed greater thau uutty. 

The formula G = ^ for a parallel plate air condenser is. as has 

been indioated, not strictly true, for it assumes that edge distur- 
tonoes are absent and that no lines emanate from the hack of 
plate, Kirohholf gives the full formula— 


G = 


7 rr^ 

Aird 




4 )rd iva \ ou. , . „ . , j 

where r= radius of the circular plates, < = their thickness, d 
I diLnce apart in air. and e = base of Napienan logarithms. 

119 Further consideration of the Parallel Kate 
Condenser with Slab of other Dielectric.— The force 
exerted on a unit area of either plate (lig. 220) is, 
the medium surrounding the plates is air, given by 
(Art. 96), and is, therefore, unchanged by the introduction 
of the slab of dielectric if p is unchanged, that is, %f the 
charges on the ^plates are unchanged. If the charges remain 
constant with a surface density p the potential difference 
for the plates must change from j^rsrpd to 4^r^pd , where d 
:=z d — i -\- t/K as previously explained. ^ 

If the jpotential difference he Maintained constant, then 
the charges must change, and we get 
47rpc^ = 4itrp'd\ 

d _ dp 
BO that p - -j P — 

and the force exerted on either plate per unit of area is 
given by / d ^ 

2Wor2irp^(_-^— 
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Hence, if the quantity 


i-t+tjK 


is greater than 1 the force is increased that ia • 

o, d«d bj thb 2S;S5 Sfto o'? 

dielectric according as K is greater or less tliar, j ; 

‘ff 1. »» .aft the fo™ rthrs.f 

t.e.whp the potentials are kept constant. “ 

Obviously, if the dielectric slab be replaced bv a cfin 
fooSTto fnf th“- toreduce the air thickness 

tion that the value of Z for 

taken as infinite. conducting material may be 

impJrt^rLd condenser is 

important, and, here agam, two cases arise. 


Case 1. Charges the same — 

(a) W%th^ the slab. Consider unit area of the plates 

Energy =ipF = ip,4;rpd ^ 

= 27 rp^d, 

(h) With the slabs 


Energj — 1^71 = 1 ^ | 4 ^jrp^d ^ ^ j | 

==2V 

that is, the energy is less on the introduction of the slab by 
an amount 27 r/) 2 ^ ^1 _ 

Case 2 . JPotentials the same — 

(«) Without the slab. Consider again unit area. 
Energy = J CF^ = 1 F2 ^ 


8 rd' 


ELICTEOSTATICS, 


, — COKDENSSRS AIJB CAPACITY. 307 


(V) With the slah. 

Energy = ^CriF» = i^F* 


Aurp^l^d - t + I'j 

F" 

Sjt I <i — < (l — I 

that is, the energy is greater on the introduction of the slab 
since the denominator is less than S^rd. 


120. Other Capacities. — These are merely added here 
for purposes of reference ; the brief proofs of the formulae 
will be readily understood by readers with a* knowledge of 
the Calculus, and may be omitted by others. 

(1) The capacity of a cylinder of length I cm., and radius r cm., is 
given by 

0 

2 1og.l 

the medium being air. If r is very small compared with I the ex- 
pression becomes very small ; hence, in experiments, the capacity of 
a long thin connecting wire is neglected. The formula applies to a 
long thin telegraph wire far removed from the earth. 

Proof. — Consider a thin annulus width dx. The charge on it ia 
2Trrp dx, where p is the surface density. The potential at a point 

distant x along the axis due to this is — t?S===: dx ; hence 

-{- x^ 


ijr^ + 


dx = 4irrp 


(4 +>Jr^+iP)~ 


or if r be small compared with I we have 

F = 4:Trrp log« ~ . 

r 

The charge = 2vrpl ; hence the capacity == Q/V is 1/2 log« 
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{2} The capacity of two long*’ tkin parallel cylinder s, each of 
raius r and distance d apart, is given by 

a = — 

41og„| 

per unit length, the medium being air. The formula applies to twc 
parallel telegraph wires far removed from the earth. 

Proof. — Assume the cylinders to have densities + p, - p. The 
intensity at distance x from one of them, due to unit length, is 

4:7r7*0 

2 Qjx, i.e. -~y and at the same point the intensity due to the other 
ivrp 


' d - X 


X 

Since 


d5r = Fdx I 


hence F the potential difference between the cylinders is 
r=^[Fdx =[4xrplog.^] 

Jxszr r 

= Srrp loge (approx.). . 
r 

The charge Qper unit length iB2Trp ; bience capacity per unit length 


C/F is l/41og, 


(8) The capacity of a long tMn cylinder, parallel to a con- 
ducting plane, and at a distance h from it, is given by 

1 


a = 


2l0g.^ 

r 


per unit length, the medium being air. The formula applies to a tele- 
graph wvre at a height hahcme the ground, 

Proof.—This is readily derived from the preceding by imagininsf 
a conducting plane half way between the cylinders, d being now 

= 2h. V now becomes 4irrp logs 2A/r and G becomes 1/2 log« ~. 

' ■ r ' 

(4) The capacity of an isolated thin circular disc of radius r cm 
can be proved to be (in air) 

a = ?L. 

. . IT 

The mathematical student should establish this formula. 
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Es:ercises ¥11. 

Section A. 

(1) Explain the action of a condenser and give definitions of (a) the 
capacity of a condenser, (5) the specific inductive capacity of a di- 
electric. 

(2) Develop expressions for (a) the capacity of a spherical con- 
denser, (b) the capacity of a parallel plate condenser, (c) the capacity 
of a concentric cable. 

(3) Prove that if Gi, G^, Og, O4 be the individual capacities of four 
condensers arranged in series and G the joint capacity, 

l=J_+i- + L+±. 


Sectio 23 . B. 

(1) The thickness of the air layer between the two coatings of a 
spherical air conductor is 2 cm. The. condenser has the same 
capacity as a sphere of 120 cm. diameter. Find the radii of its 
surfaces. 

(2) A Bi and 0 are three Leyden jars, equal in all respects. A is 
charged’, made to share its charge with B, and afterwards to share 
the remainder with 0— both B and O being previously without 
charge. The three jars are now separately discharged. Compare 
the quantity of heat resulting from each discharge with what would 
have been produced by the discharge of A before any sharing of its 

. charge. 

(3) Give the theory of the Leyden jar and show how to charge it. 

A quantity of electricity (5 units) is conducted into the interior of a 

Leyden jar of surface (2 units) ; andaquantity of electricity (6 units) 
is conducted into the interior of a similar jar of surface (3 units). 
Compare the heat developed by discharging each. 

(4) A Leyden*jar consists of two concentric spherical surfaces of 
5 and 6 cmf respectively, the intervening space being filled with air. 
The outer sphere is uninsulated, the inner is charged with 20 units 
of electricity. How much work is done when the inner sphere is put 
to earth? 

(5) A sphere of radius 40 millimetres (mm. ) is surrounded by a 

concentric sphere of radius 42 mm., the space between the two being 
filled with air. What is the relation between the capacity of this 
system and that of another similar system in which the radii of the 
spheres are 50 and 52 mm. respectively, and the space between them 
is filled with paraffin of specific inductive capacity 2*5 ? (B. E. 
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(6) Three equal similar Leyden jars are connected {a) in seriesj 

(6) abreast, and in each case the set of jars is charged as fully as can 
be by the same machine. . What proportion does the heat produced, 
by completely discharging all the jars in the first case, bear to the 
heat produced by discharging them in the second case ? (B. B. | 

(7) How would you combine four condensers, each having a 

capacity of 1 microfarad, so as to produce a capacity of 0*75 micro- 
farad? (C.G.) 

(8) Two submarine cables of equal length have conductors whose 
diameters are 80 and 100 mm., the diameters of the guttapercha 
coverings being 120 and 180 mm. Determine the relative capacities 
of the two cables, 

log2 = *30103, logs = *47712. (O.G.} 


Section C. 

(1) At what distance should the plates, 3 cm. in diameter, of an 

air condenser be placed in order to have the same capacity as a 
sphere 100 cm. in diameter? {Inter. B.Sc.) 

(2) A condenser A has plates of area 1000, and dielectric of thick- 

ness 4 ; another condenser B has plates, area 800, and the same 
dielectric of thickness 5. Compare the charges and energies in A 
and B, when they are connected, A to a source of potential 4, and B 
to a source of potential 5. (Inter. B. So.) 

(3) What is meant by the specific inductive capacity of a substance ? 

Compare the attraction between two parallel plates maintained at 
given potentials, (i) when the space between the plates is filled with 
air, (ii) when the space is half filled by air and half by a parallel 
plate of a dielectric whose S. 1.0. is 10. (Inter. B.Sc. Hons.) 

(4) Describe a method of comparing the capacities of two small 

condensers. A condenserismadeof 2 concentric spheres (radii = a 
and 6, h being the radius of the outer sphere). If the outer sphere 
is connected to earth and the inner maintained at potential V, find the 
charge on either of the spheres. ^ (B.Sc.) 

(For answer to first part of question see Chap. YIII.) 

(5) Deduce an expression for the electrostatic capacity of two 

coaxial metallic cylinders separated by a layer of air. Investigate the 
effect of inserting between the cylinders a coaxial oylindricai shell 
of a dielectric substance of thickness less than that of the layer of 
air. (B. So. Hons.) 


CHAPTEE Vni. 



BLBCTEOSTATICS.— IlSrSTEUMENTS AND 
MEASTJEEMENTS. 

121. T1i 8 Torsion Balance. — This instrument, due to 
Coulomb, has already been described in Chapter III. As 
employed in statical electricity, the suspended magnet is 
replaced by a light lever, ah (Fig. 

231), of shellac or other light 
insulating material, furnished at 
one extremity, &, with a gilt pith 
ball. Through the aperture in 
the cover a second equal gilt pith 
ball, c, attached to the end of a 
glass rod, can be introduced, 
and the apparatus is adjusted so 
that the balls, h and c, are in 
contact when the wire is without 
torsion, b being opposite the zero 
of the scale. The ball c is re- 
moved and charged ; on being 
replaced it shares its charge with 
h, mutual repulsion ensues, and, 
as a result, h is repelled until the 
couple due to the torsion balances 
that due to the repulsion between 
the balls. To absorb moisture, 
and thus improve the insulation, Fig. 231. 

a small vessel, F, containing cal- 
cium chloride or pumice stone soaked in sulphuric acid, is 
placed in the bottom of the case. 

A^ formula for the instrument may be developed, as in 
: M.AW B, ' 311 
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c 

Fig. 232. 


Chapter III., as follows. Let 2g be the charge given to e. 
On inserting it in the case the charge is equally shared 
between c and h, so that the charge on 
each is q, and h is repelled. Let the 
torsion head be now turned through an 
angle, in the opposite direction, so 
as to reduce the angle through which b 
is repelled to a.. Let F denote the force 
between the balls at this distance (Pig. 
232). The twist on the wire is (a + • 

hence 

Couple due to torsion oo (a + jS) = 0 (a + 

where 0 is a constant for the wire (couple corresponding 
to unit twist). 

Again — 

Couple due to repulsion = P x OD = FI cos — , 

2 

and, since these balance — 
m<!OS^=G{a+p), 

Fd? = d? =z €1“ + X (21 sin “ y 

, a , a \ 2 / 




a 


or, since I and 0 are constants, putting 41Q : 
stant, 


a con- 



£ (a -f- /3) sin ~ tan 


Z (a -f sin -i tan , 


Experiments witli the Torsion Balance. 

Exp. 1. To veHfy ike Law of Inverse Square by means of the 
Torsion Balance Fortmaa.—lf tU h,w be true that *then 

the product, Fd^ when the charges are kept constant and the dis- 
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tanc© between them is varied, should be constant. Hence, from (I) 
above, the expression (a + sin ^ tan -g- should be constant 

under these circumstances; the experiment iq, ^ therefore, carried 
out as follows. Charge c, allow it to share its ohajge with 6, turn 
the torsion head in the opposite direction to the deflection, and take 
readings of the angles a and ^3. Tnm the torsion head through a 
further angle and observe the new values of a and Repeat, 
obtaining a series of corresponding values of a and and verify that 
for each pair of values 

(a 4- i3)sin-^ tan-^ = a constant. 

If a be small, the approximate relation 

(a 4* ^3) = a constant 

may be used ^for ^ may be substituted for sin ^ and tan -1-^ 


Exp. 2. To compare two Charges by means oj the Torsion Balance. 
—Let the 'first charge (« 2gi) be given to c. Insert c so that the 
charge is shared with b and the latter repelled. Turn the torsion 
head through an angle so as to reduce the deflection to a. 

Discharge b and c, let the second charge ( = 2g2) be given to c, 
and insert the latter so that b is repelled. Turn the torsion head 
through an angle so as to bring the deflection to the same value a 
as above. Then 

a 


ill 

9i 

Q% 


Z (a 4- /Sj) sin 


2 tan-2 


i (a 4- §%) sin ~ t&xt^ 


fLdLi®! 

» 4- jSg ’ 


qz V 


+ , 


Exp. 3. 2^0 verify the Law of Inverse Squares by GoulomVs 
Method . — If the angle of deflection be small it may be assumed tliati 
the distance^ be (Fig. 232), is reduced to one half when the angle is 
reduced to one half. Coulomb’s method was, therefore, as follows ; 
On inserting c the ball 6 was repelled through an angle of 36°. The 
twist on the wire was, therefore, 36°, and this balanced the repul- 
sion. The torsion head was then turned through 126® in the 
opposite direction to reduce the deflection to 18° The twist on the 
wire was, therefore, (126® 4- 18°), ».e. 14:4:®, and this balanced 
the repulsion. Now, 144 = 4 x 36 ; thus the force of repulsion 
was increased fourfold, which verifies the law, if we assume the 
distance was halved. 
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Exp. 4. To verify by Goulomb’a method thcd the force is proper- 
iioml to the product of the chargee, — On inserting c the ball 6 was 
repelled through a certain angle so that the twist on the wire 
{&") balanced the lepulsion. The ball c was removed, its charge 
reduced to one-half 'by allowing it to touch an equal ball, and it 
was again inserted (without touching 6). The deflection was less, 
and the torsion head was then turned through a certain angle (s,\ 
in the same direction^ until the angular distance between b and c 
was again The twist on the wire was now {^° - a°), and this 
balanced the repulsion. (0“ - a°) was found to be one-half of 
so that the repulsion was halved when the charge on c was halved. 

Examples. (1) In an experiment with the torsion balance the lever 
woe deflected through 10". Find the torsion necessary to reduce this 
deflection to 5®, supposing the charges on the halls to remain constant. 

If the deflection be reduced from 10" to 5®, that is, halved, the 
force exerted between the charged balls will be quadrupled, and, 
therefore, the torsion on the wire must be quadrupled. Hence if the 
torsion head be turned through before the deflection is reduced to 
6°, the twist on the wire will be + 5}®, and we must have 

/S® H- 6 = 4 X 10 = 40 = torsion, 
or /3® = 40 - 5 = 35. 

Thus the torsion head must be turned through 35", and the torsion 
on the wire is 40®. 

(2) In an experiment with the torsion balance the lever is deflected 
through 90®. Find the torsion necessary to reduce this deflection 
to 60". 

[In this example the deflections are too large to admit of the 
application of the method of the preceding example, and the follow- 
ing more exact method must be adopted.] 

With the usual notation we have— 

Case (1) — =s I (tti q- jSj) sin tan ^ $ 

CBse (2)-FA^ = Z (a, + sin ^ tan 5 

and, since we are to assume the truth of the inverse square law. 
Fflj^ = F2d2^yi.e. 

K + ^a) sin ^tan ^ = (aj -f sin ^ tan-^V 


(60® + 8.) = 90® X 


sm 30 tan 30® 


But from the problem aj = 90®, = 0®, ag = 60 , 

{60® 4“ ^ 2 ) sin 30® tan SO® = 90® x sin 45® tan 45® 


\/2 


sm 45 tan 45 


X 1 


=■ 90® X 
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i.e. ( 60 ° + P 2 ) = 90»yr= 220-S°, 

Pj = 220 5“ - 60“ = 160-5“. 

Thus the torsion head must be turn^ trough 160-6“, and the 
[I£°Sii° quit!™ be worke Ay the method of Bx. 1 we have— 

90 _ 

90® 9 ’ 


jS + 60 

, Torsion = /3 + 60 = = 202-5“ 

p = 202-6“ - 60“ = 142-S’.] 


122. Cavendish Proof of the Law of Inverse 

sjmiares —It has been indicated both experimentally and 
rheoretic^lly (Chapters V. and VI.) that the potentml is 
umform, and, therefore, the electric force zero, inside a 
charged hollow conductor, and 
this is really an indirect proof 
of the law of inverse squares. 

Consider a sphere uniformly 
charged positively, and take any 
point, X, within it (Fig. 233). 

Through X draw lines forming 
two small cones, the apex of each 
being therefore at X, the small 
solid angles at X being (9, and 
let the two small areas intercep- Fig. 233. 

ted on the sphere be S and ^ 

resnectivelv. Consider now a right section of the cone 
at ^8 It? area is r^S and (since the angle between two 

straight lines is equal to the I^Thu; 

dioulars) it makes an angle a (Fig. 233) with S , thus 

= S cos a, .-. S = sinularly. 8, = ^ 

If p be the surface density, the charge on 8 will be 8p, i.e. 

tli-, and the charge on S, wiU be Now if the force 

varies inversely as the pth power of the distance the force 

at i due to 5 wiUbeJ^fil- -nd +,b« 
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will be — , and these will be in the same straight line 
rj^' cos a 

but in opposite directions. The following cases arise 

Case 1. If » = 2 these become in each case ; thus 

COS a 

the held at Z, due to the charges on S and 8^, is zero, and, 
since the whole sphere can be divided into cones in this 
way, the total field at Z, due to the charged sphere, is zero. 
This is so in practice; hence we infer that p = 2. 

Case 2. If « > 2 these become — and ^ — 

^ cos a cos a 

respectively. Since > r, the former expression is greater 
than the latter ; hence, taking the whole sphere, the force 
due to the part of it on the right of the plane, ZX Y, will 
be greater than the force due to the part of it on the left 
of ZXY, and there will be a resultant force at Z acting 
towards the left, Le, towards the centre. This is not so in 
practice. 

Case 3. Similarly, if p <2 it can be shown that there 
is a resultant force at Z acting towards the right, i.e. 
away from the centre, which is contrary to experiment. 

Thus, from the fact that the force inside such a charged 
sphere is everywhere zero, we deduce that the law of in- 
verse squares is true. 

Cavendish, and later Maxwell, placed a sphere, jB, inside 
another, A, A was charged positively, joined to JB for a 
moment by a wire, then the two were disconnected. From 
the preceding B would have no charge if p = 2, it would 
be positive if p > 2, and negative if p < 2. In all cases 
B was without charge ; hence p = 2, The same fact has 
been proved in other ways. 

123. The Kelvin Quadrant Electrometer. — The 
Quadrant Electrometer consists essentially of four quad- 
rantal boxes (such as might be obtained by cutting a 
shallow cylindrical brass box into four quadrants), and a 
light needle of aluminium foil, suspended by a hue silver 
wire, so that it hangs inside these boxes. Fig. 234 shows 
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»• snSirrS s .“; 

aiilating glass stems, ^ fiffiire, to a suspension 

n^ei^satteched M instrimeiit is 

head, S. me prmwp gjmpie. The needle, n, is 

charged to a cpmparativdy 
Hsh constant potential, by 
connecting it to tlie inner 
coating of a charged Leyden 
iar : thus charged, it is at- 
tracted by the neutral brass 
quadrants ; but if it be, as in 
235, symmetrically along 
one of the lines of separation 






Fig. 234. 


Fig. 236. 


out to a lower is the same, the charge 

capacity of each pair ot q , therefore the force 

on b and d is less than on « and |, ^,,3 than 

of repulsion between b aad d and ^consequence, the 
^S^d^flitelUardsb ani d by a conp^^ equal m 
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the difference b^ween the couples due to the charges on 
b, d, and a, c This difference depends ultimately m the 
potential of the needle and the difference of potential 
between 6. d, and a, c and therefore the deflection de^Se 
upon the ^potential of the needle and the difference of 
potent%al between the pairs of guadrants. ^ 

_ For convenience the Leyden jar, with which the needle 
IS connected, is arranged in the base of the instrument Tt 
consists of a glass vessel, J (Fig. 234), coated outside 'with 
tinfoil, and, when in use, half filled with strong sulphuric 
acid. The acid being a conductor serves as the inner coat- 
mg of the and also helps to secure good insulation by 
absorbing all moisture. The needle is connected to thi^ 
mner coating by means of the piece of platinum wire to 
^^Sid ■w'hich is long enough to dip into 

The opposite quadrants are connected by short pieces of 

outside the glass case covering the instrument, are con- 
nected to two ^yacerai quadrants, and thus serve to make 
contMt with the two pairs of quadrants; they are called 
the of the instrument. Another similar brass 

rtd y, commumcates by means of a short length of 
platinum wire suspended from it, with the acid in the iar 
and Its termmal thus represents the knob of the iar ^ 

As in the torsion balance, the couple deHectino* 
needle is, in the position of equilibrium, balanced by the 
opposing couple due to the torsion on the wire, whSi to 
secime the necessary sensitiveness, must be very fine ’as 
the deflection is, m general, very small, the lamp and scde 
method, eiplamed in Chapter in., is employed^ 

The elementary theory of the action of the Quadrant 
Electrometer may be given as follows. Let F v and « 
denote the potentials of the needle and the t4o‘paiVsol 
quadrpts. Let 6 be the deflection, and T the^ Zrf 
spending couple eprted on the needle by its torLn fibre 
or bifilar suspension. It will be seen tLt the quadrant 
needle sy stem constitutes a double condenser, each pate Af 

SlSf^£Them.'"“‘^” of the needle 
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Iniacc^ue tli© deflection increased from ^ to ^ -f- a, a being 
a verv small angle. Tben we may assume, for an ideally 
symmetrical arrangement, that the capacity of one con- 
denser is increased and that of the other decreased by a 
definite equal amount proportional to a. 

Let c denote the change of capacity of each condenser for 
unit angular displacement of the needle. Then, for the 
displacement a in a direction causing an increase of capacity 
in the condenser formed by the needle and the quadrants 
at potential the change in the energy of the condenser 
system is given by 

ica(V-v,y^ica(V^v,y 

or 

or ca I F - — 

This change of energy’^ is equal to the work done against 
the couple T during the extra displacement a. Hence we 

^ Taz=ca \v - I (v^ — 


ir = o(r 


that is, 

But T is the torsion moment for a twist 6, and is equal or 
nearlyequal to kO, where k is a constant depending on the 
wire or other suspension. Hence we have 

'h±j2 
2 


or 


kO z=i c 






( 1 ) 


* This change of energy, it will be noted, is an increase of energy. 
In a case of this kmd, where the displacement takes place at con- 
stant potential, there is an increase of energy equal to the work done 
in the displacement. The battery or generator, which must be sup- 
posed connected with the system in order to adjust the several 
charges so as to maintain all the potentials constant, therefore sup- 
plies energy equal to twice the work done in the displacement. If 
the system is left to itself and the displacement takes place at con- 
stant charges the work done is the same as before, but is now, by 
the principle of conservation of energy, equal to the loss of energy 
by the system. See Art. 95. 
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If F be very large compared witb v, and v^, then 
is approximately equal to F, and we have 

as a rougii approximation 


c F ^ X 

^ — (®i - *’»). 


( 2 ) 

That is, the deflection, 6, is directly proportional to (® — » ) 
the difference between the potentials of the two pairs of 

quadrants. ^ 

It should be noted that if the potential of one pair of 
quadrants be the same as that of the needle, for examnle 
if ®i = F, we get (from ( 1 )) ^ 








In the relation (2) given above 6 is of the same sio-n as 
i^ rosult jxist obtained 6 does not cbange 
sign with ( r— -yj, being proportional to ( F - 
If one pair of quadrants be earthed so that*' we may 
write = 0 , then the formula given above reduces to 


V, (from ( 2 )) ( 4 ) 




Usually c is small, and #c comparatively large even for 
a thin wire, so that if B is to be of easily measurable 
magnitude when is small, F must evidently be large. If 
however, the potential to be measured is fairly large the 
arrangement giving the second formula which involves W 
usually gives a satisfactory value for e. This arrangement 
can also be used when F is alternating in value. 

f * This formula cannot be Stained from the one above it directly 
for th^latter m obtained on the assumption that u, is small compS 
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To siimmarise important points in connection with the preceding— 
If the needle be at a constant high potential the defection is proper^ 
tioiml to the potential difference between the two pairs of qwdrantSt and 
if one pair & earthed (zero potential), and the other pair connected 
to an electrified body, the deflection will he proportional to the common 
potential of the body and the quadrants to which it is joined ; in both 
these cases, i.e. when the needle and the two pairs of quadrants 
are ail at different potentials, the instrument is said to be used 
heterostaticaliy. If the needle and one pair of quadrants be con- 
nected together, and at a much higher potential than the other pair, 
the deflection is proportional to the square of the potential difference 
between the two pairs of quadrants ; in this case the instrument is 
said to be used idiostatically. 

Pig. 236 depicts a modem form of Kelvin Quadrant 
Electrometer, 


124. Tke Bolezalek Quadrant Electrometer. — This 
is of more slender construction and much more sensitive 
than the preceding, and is shown in Pig. 237. The needle 
of the instrument is of silvered paper and is suspended by 
a quartz fibre which is made conducting by dipping it into 
a solution of calcium chloride. The quadrants are made 
of brass and are well insulated by being supported on 
amber pillars. Access to the needle is rendered easy by 
mounting two adjacent quadrants on a brass piece so that 
they can be swung to one side and returned again to the 
working position as desired. There is no Leyden jar, the 
needle being charged by a battery to about 80 volts ; the 
spot of light moves about a metre on a scale at a metre 
distance when the potential difference between the quad- 
rants is 1 volt. The instrument is contained in a brass 
case provided with a window for the light to pass to and 
from the mirror. The working capacity of the instrument 
is about 60 electrostatic units. It is extensively used in 
measurements connected with radio-activity, etc. 


125. The Attracted Disc or Absolute Electro- 
meter . — The absolute measurement of diff'erence of poten- 
tial can be effected by the attracted disc electrometer, the 
principle of which consists in balancing the attraction 
between two parallel discs at different potentials, and at a 
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kaown distance apart, by a weight or other force which can 

be expressed in absolute units offeree. +.>,0 

It has been shown that in the case of a charged disc the 
density is not uniform, but is greatest round the edge , 



“IT 

Fig. 288. 
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freely mthout contact into the ring left in cutting it out 
of the larger plate If this plate and ring be coSd by 
a fine wire and the an-angement charged, the ring wUl 
prevent increase of surface density at the edge of the disc 
when the rmg pd disc are in the same plane so that 
the surface density of the disc wiU be uniform under th2 
■ circumstances. 

' The principle of Kelvin’s electrometer will be 
t™ Kg. 2S| m, d;„. ft 

guard-nng, B 3, forming the bottom of a metal box, 

which protects the disc from ex- 
ternal influences. The disc is sus- 
pended from the top of the box by 
a spnng, and its normal position 
IS slightly above the plane of the 
guard-ring bottom, B B. The dis- 
tance between the disc and the 
lower plate, PP, can be adjusted 
. so that the attraction on the disc, 

when there IS a potenti^ difference between it and the 
plate -P-P. IS ]ust sufficient to bring it exactly into the 
plane of the gumd-nng BB, and as the force in dynes 
n^essary to do this is readily found by direct experi^nt 
the force of attraction on the disc for a known distance 
between tiie plates is determined. 

Before describing how the instrument is used, it wiU be 
advisable to revise briefly bow the force of tbe attraction 
between two plates at different potentials can be expressed 
in terms of their difference of potential. In the arrange 
ment of Pig. 238, let the plate 6 be charged te^S^Fi 
density of the charge be denoted by a- 
r connected to earth it remains at zero po- 

tential, but a charge of opposite sign to that on 0 is in- 
duced on It. and the surface density of this charge will be 
denoted by - -r. [l^e ^fference of potential between the 
plates IS therefore F, that is. Funits of work wouldZ 
done m conveying umt quantity of electricity from PP to 
0. Hmce if / denote electric force in the space be- 
tween the pto, and d the distance between the pLes we 
have fd — V, for the field of force between the plates is 
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uniform. But the electric force between the plates is giren 
by 45 r<r, for a positive unit of electricity would be repeUed 
downwards by 0 with a force 2ir<r, and it woiud be at- 
tracted downwards by P P with a force 27r<r. Hente the 
total force which it would experience would be w town- 
wards, and giving this value to / we get Avcrd — V, or 

o* = 'F74ir<£. ^ j j j - 

Now each unit of electricity ou O is attracted down- 
wards by P P with a force 27rcr, and if 8 denote the 
area of C the charge 
on it is 8(r, and the 
total force with which 
PP attracts it down 
is Sgt X 2ir(r = 2ir8(r ^ . 

If this force be de- 
noted by F we have 


P = 2ir/Sf(P. 

But 

o* = F/4wd. 
Therefore 

2ir8Y^ 
16 


F: 


8V^ 

8^’ 


and 


■W" 


e^n-d-F 

s 



That is, if P is 
constant, the dif- 
ference of poten- 
tial between the 
plates is proper- 
tional to their distance apart. . 

One form of Kelvin’s attracted disc electrometer is shown 
in Fig. 239. The guard-ring box and disc cover, arranged 
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as in Fig. 238, is shown at D. The disc, 0, is inside D in 
the plane of the guard plate B and the sensitiveness of its 
adjustment can he controlled bj means of the screw shown 
in the centre of the cover of the instrument. In order to 
maintain the disc and guard-ring at the constant potential 
F the system is connected to the inner coating of a Leyden 
jar formed by the glass case of tbe instrument. 

The potential of this coating is maintained by the action 
of a small replenisher (Art. 131), shown at E, and a gauge 



— . END VIEW 

II through lens 

Fig. 240. 

shown at G indicates the constancy of the potential. This 
gauge is itself a small attracted disc arrangement. A small 
disc or plate, c. Fig. 240, of aluminium, is carried at one 
end of the lever, L, and fits into the plate, PP, the guard- 
ring. 

The lever L is attached rigidly to the wire, ww, in such a 
way that the torsion of the wire makes the normal position 
of the plate, c, to be just a little above the plane of its guard- 
ring. At the other end the lever L forks, and a fine hair 
fixed across the two prongs of the fork moves with the 
lever up and ^ down before a white scale with two small 
black dots on it. These dots are so placed that when the 
hair lies exactly between them the disc c is in the plane of 
its guard^ring. 
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A lower plate, below and parallel to c and its guard- 
ring, is arranged at Sb fixed distance from it. If this lower 
plate is earthed or connected to the outside of the case of 
the instrument, and the disc and guard-ring of the guage 
to the inner coating of the Leyden jar, then, since the dis- 
tance between the lower plate and the disc is fixed, the 
force of attraction necessary to bring the disc into the 
plane of the guard-ring is also fixed, and corresponds to a 
definite constant potential for the inner coating of the jar. 
The attainment of this potential is indicated by the gauge 
hair index. Hence, by the use of the replenisher, and by 
keeping watch on the indication of the gauge, the potential 
of the jar and everything connected to it may be main- 
tained at a definite constant value for any length of time. 
A similar gauge is shown in Fig. 236, attached to the 
Kelvin Quadrant Electrometer. 

The position of the attracted disc relative to its guard- 
plate, B, is indicated by an index, shown at F, siniilar to 
that used in the gauge, and to increase the accuracy of 
observation a lens is fitted to each index in such a way as 
to allow the observer to view a clear magnified image of 
the fine hair and the dots on the index scale. The rod 
carrying the lower plate of the instrument, A, is movable 
vertically in a sliding socket, and its motion can be 
accurately measured by means of the micrometer arrange- 
ment shown at m in the figure. The terminal for making 
connection, through the wire r, with the lower plate, A, is 
shown at 

3Ssp. To measure the potential of a charged conductor by the 
oittracted disc electrometer. 

The disc and the guard-ring are maintained at a constant poten- 
tial, and the lower plate is first connected to earth and adjusted 
until the disc is in the plane of the ring. The reading of«the micro- 
meter screw attached to the pillar supporting the lower plate is 
then taken, and the connection between the plate and the earth 
broken. 

The plate is next connected to the conductor whose potential has 
to be measured, and again adjusted for the equilibrium of the disc. 
The reading of the miororaeter-screw is again taken, and the dif 
ference of the two readings noted ; this difference gives the distance 
through which the lower plate has been moved in effecting the 
second adjustment. 

' M. AND E. 


22 
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Now, if V denote the constant potential at which the disc and 
guard-ring are maintained, and v the potential to be measured, then 
we have, since the potential of the lower plate for the first adjust- 
ment is zero, 

,1, 

S’ 

where dj denotes the distance between the plates when the first 
adjustment is made. Similarly we have 

/ S^ 

s * 


■ = 


v-v = d, 


where denotes the distance between the plates when the second 
adjustment is made. Hence, subtracting (2) from (1), we get 


(dj 




where v denotes the required potential, and (dj - dj) is accurately 
given by the micrometer screw. 

may be determined once for all as a constant 


The factor 


ZEU 


Fig. 241. 


S 

of the instrument by finding i?’and N. Imagine all parts at zero 
potential and G (Fig. 238) above the level of B. Suppose if grammes 
must be placed on G in order to bring it to the level of then the 
force required to do this is Mg dynes, t.e. F = Mg dynes. 

In determining N, the width of the gap between the plate and its 
guard-ring should be considered. The 
gap is very narrow and it may be as- 
sumed from symmetry that the distri- 
bution of the lines of force between 
plates in the region of the gap is as in- 
dicated in Fig. 241, where B and G 
denote the guard-ring and plate with 
the gap between. From this it appears 
that the total charge on G is equal to the charge on a portion of 
the lower plate equal in area to the plate G phis half the area of 
the gap between the guard-ring and the plate. That is, the total 
charge on the plate is {S -h a) <r, where 2a denotes the area of the gap. 

Example. In an attracted disc electrometer tKe area of the disc 
G (Fig. 238} was 100 Agtiarc centimetres and 2 grammes were required 
io bring it down to the l^d of the guard-ring B; In a subsequent ex- 
periment, when G wa^ connected to a charged conductor and the lower 
plate earthed, the distance between the plates was ‘5 centimetre when G 
was an a level with the guard-ring. Find the potential and charge on 
the disc C [g =■ ^^0), 

to bring 0 down to the level of the guard-ring 
)) dynes = F. 
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Since the lower plat© is at zero potential, if Fbe the potential of G 

F = rf a/?^' = -SA/ fr ^ ~ ^ = 11-10 e.s. units. 

VS V lou 

Again, if p be the density of the charge on G, the total charge on 
0 is Sp ; blit F = 27rSp^, hence 

.. r, n . /lOO X 2 X 9^ 

f.e. ^ = 10 = 176-6 e.s. uaits. 

126« Electrostatic Voltmeters. — Commercial instru- 
ments for tlie measurement of potential di:fference in p>rac- 
tical units (volts) are termed voltmeters \ one type, due 
to Lord Kelvin and based on electrostatic principles, is 
shown in Fig. 242. It consists of two fixed brass plates, 
each of the shape of a double quadrant, parallel to, and in 
conducting communication with, each other, but insulated 
from other parts of the apparatus. Between these is a 
light aluminium vane capable of swinging about a hori- 
zontal axis in a vertical plane midway between the fixed 
brass plates. The brass plates in fact correspond to the 
quadrants, and the vane corresponds to the needle, of the 
quadrant electrometer. The upper part of the yane carries 
a pointer which moves over the scale of the instrument, 
and the lower part of the vane carries a projection and 
knife edge to which controlling weights are attached. The 
fixed and moving systems are connected to two separate 
terminals. 

On connecting the two terminals to two points at dif- 
ferent potentials the plates and vane become charged to 
these potentials and the electrostatic attraction tends to 
draw the vane completely within, the fixed plates ; this 
attraction is opposed by the particular weight attached to 
the lower end of the vane, and the latter will clearly come 
to rest when these two opposing influences are equal and 
balance each other. The scale is graduated so that the 
deflection gives the potential in volts, each division repre- 
senting a certain number of volts according to the con- 
trolling weight employed. 
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It will be evident from Arfc. 123 that in this instrument 
the deflection varies as the square of the potential dif- 
ference between the two systems, and, as will be seen later, 



Fig. 242, 


such an instrument can also be used for rapidly alternat- 
ing potentials, for the deflection will be the same and in 
the same direction, whether the vane is at a higher or 
lower potential than the fixed elates. ^ 
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Fig. 243. 


Pis. 243 diagranimaticallj represents KelFin^'s Multi- 
cellular' Voltmeter for use with smaller potential dit- 
ferences than the preceding. The movable 
part consists of a number of light alu- 
minium vanes, F, fixed on a vertical 
spindle, 8, and suspended from the top of 
the instrument. The fixed part consists 
of a number of cells or boxes, formed hj 
a series of triangular brass plates, Q, fixed 
to two brass supports, B, B. The top of 
the moving system- carries a pointer which 
passes over the scale of the instrument. 

The lower end of the spindle carries a 
disc, D, which, moving in oil, retards 
undue oscillation of the moving system 
and renders the instrument dead beat. 

Two plates, E, E, fixed to the base of the 
instrument limit the movements of the 
system F. The controlling influence, 
when the movable and fixed systems are . , , . 

connected to two points at different potentials, is the torsion 
of the suspending wire W. 

127. Comparison of Capacities.— Most laboratory me- 
thods for the comparison and determination of capacities 
are based on principles dealt with in current dectncity, and 
these methods are therefore described m Chapter A Vi. 
In this section only those methods involving principles 
already dealt with are discussed. 

Exp. 1. To compare the capa- 

cities of two condensers. -^Connect 
up the apparatus as indicated dia- 
gram niatically in Fig. 244, wher© 
A and B are the two condensers 
of capacities Gi and respec- 
tively, X) is a convenient battery, 
Fig. 244. E a quadrant electrometer (used 

heterostatically), and Ej, E 2 , Kz 
well insulated keys ; it will be noted that one pair of quadrants, 
one terminal of the battery, and one plate of each condenser are 
earthed at e. 


5 . 


Jr 
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Close iTg, thus oharging ^ to a certain potential. Next close Xj, 
and note the deflection, indicated by the electrometer ; di is pro- 
portional to the potential, say Fj. 

Open ^ 2 , thus breaking the batterjj- circuit. Close X 3 , thus allow- 
ing A to share its charge with the two taking up a common 
potential lower than Fj. Note the deflection, ^ 3 , indicated by 
the electrometer ; is proportional to Fg. 

If Q denote the charge given to A in the first case, then, neglect- 
ing the capacity of the electrometer, Q « (7i Fj. Similarly, in the 
second case, Q = {Oi A- O 2 ) Fg, 

i*A C^Fj == (Cj + O3) Fg 

Oi _ Zi = ^ 

F, d, ’ 

do 


Gi d-.Ca 

A ^=- 
Co di 


Evidently the specific inductive capacity K of any solid or liquid 
dielectric may be found by constructing two suitable condensei’s 
exactly alike, except that one, has air for dielectric, and the other, 
the given substance, and comparing their capacities as above; 
in this case the ratio Gi : measures the specific inductive capacity 
of the given dielectric. 

Exp. 2 . To determine the capacity of a condenser.— In Exp. 1, if 
idl be a standard condenser of known capacity, Oi, the capacity G^ 
of a second condenser, jB, may be actually measured, for in the 
algebraic relation given G 2 would be the only unknown. 

In the above it has been assumed that the capacity of the electro- 
meter is negligible. If this be now introduced, we have, denoting 
it bye, - ^ 

<3 « + c) Vi and Q = {G^ + G 2 + c) Fg, 

(Gj 4- c) Fi = (( 7 i A- G2 -h c) Fg, 

in which Gi and c are supposed known, and dj and dg are the ob- 
served deflections. * ■ 

The capacity c of the electrometer may be simply determined as 
follows. Let two spherical conductors of capacities Gi and O 2 , 
measured by their radii, be charged to the same potential, and their 
potentials compared when joined successively to the quadrants of 
the electrometer. Let c. denote the capacity of the quadrants of 
the instrument, F the common initial potential of the two con- 
ductors, and Fj and Fg the potentials assumed by these conductors 
when connected with the quadrants ; then, if dj and d., denote the 
deflections corresponding to these potentials, wC have 
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fcliat is, 


But 


and therefore 


fi {C\ +c )_ Gi 
{G2 4 - c) G2 
Vi 

f7 d2* 
+ c G\ 


dn (7a 


— (7i(72 -* ^ 1 ) 

d^G^ ~ d^Gi 


in which 0i and 0^ are numerically equal to the radii and c is there- 
fore determined. , * 

Exp. 3. To determine the capacity of a cable, --This is merely a 
repetition of Exp. 2 above, but is introduced to illustrate the tech- 
nical application of the subject. The arrangement will be under- 
stood from Fig. 245, where 
G is the cable under test ^ 
and J27F is an electrostatic 
voltmeter. One end, a, of 
the cable is left “free’* 
and insulated. The switch 
S is first put on stud c, 
thus charging the standard 
condenser A, and the volt- 
meter WV, to the poten- 
tial of the positive pole of 
jB, and the reading Vi volts 
of JSV is noted. The 
switch 8 is then moved to 
d so that the charge is 
shared with the cable, and 
the common potential V 2 
volts, indicated by is 
noted. 



Fig. 245. 


Now if Q coulombs be the charge from the battery, G farads 
capacity of A, (7, farads the capacity of farads the ^capacity 
of the voltmeter at Fj volts, and i ^2 1® ’ ' 


^ [arads its capacity at Fg volts j 
(O' 4- Fi) Fi, and, in the second case 
Hence 

; ((7 -f- (7* 4" -^ 2 ) F 2 , 

0(F, - F,) 4- F,V, - F^Vt 


then, in the first ease, 

Q = ((7 4" Gx 4" F 2 ) F2* 

(0 4-i^i)F, 

/. Gx 

#1 and jF 2 may be taken from data supplied with the instrument. 
If Fi and Ft be neglected^ — 

0 , = a 
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128, Measurement of Specific Inductive Capacitv 
or Bielectric Constant.— As in Art. 127, only those 
methods based on principles already dealt with wiD be 

given at this stage. 

^ Faeabay’s Expeeimbnts.— -Faraday constructed two 
similar spherical condensers, each of which consisted as 
shown in Fig. 246, of an inner spherical brass ball and 
an outer spherical sheU, made in two halves, so that the 
space between mi^ht be readily filled with 
any given dielectric. To the inner sphere 
was attached a thin brass rod carrying a small 
brass knob, and this rod, insulated by a plug 
of shellac, passed through the outer shell and 
formed the pole by which the condenser could 
be charged — that is, it performed the same 
function as the knob of a Leyden jar. In 
one of these condensers air was the dielec- 
tric, and into the other different substances, 
whose specific inductive capacities were to 
be determined, were successively introduced. 
In each case the capacities of the two con- 
densers were compared by the method given 
Fig. 246 . in Axt. 127, and the specific inductive 
^ capacity of the substance used as dielectric 
determmed. 

Thus, in an actual experiment, the lower half of one of 
condensers was filled with sulphur, and the capacities 
this and the equal air condenser were compared. If 
<7, dmote the capacity of the condenser with the sulphur, 
and Ga the capacity of the air condenser, Faraday found 
that 0, = 1*6 Oa. But since only half the sulphur con- 
denser is filled with sulphur, and the capacity of this con- 
when the sulphur is not there, is O^rWe have 


. Oa 

-f. == 
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Hopkinson’s Experiments.— The principle of Hop- 
kinson’s method for solids will be gathered from Fig. 247a. 
In the figure 5 is a battery, the middle point of which is 
earthed (zero potential) , in which case, as will be seen later, 
if -f F be the potential of the positive pole the negative 
pole will have the equal but opposite potential — F. Sis 
a slidino^ condenser consisting of two coaxial cylinders, the 
inner one capable of sliding to and fro so as to vary the 
amount of it inside the outer one, thus varying the capacity. 

is a guard-ring condenser, the movable plate of which is 
earthed ; -E is an electro- 
meter, and other earth 
connections are as indi- 
cated. 

On bringing the keys, 
and Zg, into contact 
with the lower studs, S 
is charged to a positive Fig. 247a. 

potential and (x to an - 

equal negative potential. Since Q — OF, if the capacities 
of S and G are equal their charges will be equal but ot 
opposite sign. Hence on raising and K^to the upper 
studs the charges will neutralise and the electrometer will 
not be deflected. The sliding condenser ;S^ is ad 3 usted, until 
on performing these operations there is no deflection, m 
which case the capacities of S and G are equal. ^ 

A slab of the solid dielectric, whose specific inductive 
capacity is required, is next placed on the movable plate of 
G thus increasing the capacity of this condenser. 8 is 
kept fixed and the movable plate of G is lowered imtil, on 
repeating the experiment, there is again no deflection. 
Now ^ 

Capacity of G in Case 1 = 

where A is the effective area of G, and d the distance 
between the plates. Again — 

Capacity of Cf in Case 2 = — 

4^ \(d- 
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where t is the thickness of the slab of specific inductive 
capacity K and » the distance the movable plate is lowered 
(see Chapter VI.). . 

Now these capacities are equal, both being equal to that 
of 0 , t.e. 

A _ ^ 




< 3 — — 

M. 


In dealing with liquids HopMnson used a special cyliu- 
drical condenser, a section of which is shown in Fig. 247& • 
this takes the place of the guard-ring con- 
denser aboYe. With air as dielectric in the 
special condenser, the sliding condenser 8 is 
adjusted for no deflection and the position of 
the sliding tube of 8 is noted. The special 
Fig. 2476. condenser is then filled with the liquid, 8 again 

XI, vj- <ieflection and the position of 

the sliding tube of 8 again noted. The capacity of the 
special condenser is, in each case, equal to the capacity of 
0, and these are xr j 


Case 1. Oj = . 


2 log. 


Case 2. G. = h. 


K= 

0 , 


21og.l 
a 

= i (Chapter VI.) 


In practice 8 is graduated so that its capacity is known 
for any number of divisions of the inner tube inside the 
outer tube. 

SiLow’s^BxPERiMBNTS.-Fig. 248a indicates the appara- 
tus used VSdow in dealing with liquids. A cylmdrical 
glass vessel has four vertical strips of tinfoil A B G B 
attached to the inside. One pair of strips Ao’are con 
nected together and earthed, and the other pair BB are 
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connected and maintained at a constant potential. 
needle E consists of a horizontal arm carrying Wo cn^ed 
pieces of platinum F, F-, the needle is 
also earthed. It has been shown that when the potetamls 

are heft constant the force 
between two conductors is 
directly proportional to the 
specific inductiTe capacity of 
the medium (Art. 84) | hence 
the experiment consists in 
observing the deflection of the 
needle (1) when the vessel 
contains air, (2) when the air 
• is replaced by a given liquid ; 
the ratio of the second de- 
flection to the first will be 
the value of E required. 

Another method is to sus- 
pend the needle by a wire ^ 

from a torsion head, and to note the angle the ^op or the 
wire must be turned through to reduce the denecUon to 
zero in the two cases mentioned. If and be the 
required angles, then aja^ is the ratio of the cap^ities, 
and therefore the specific inductive capacity of the liquid. 

Arons and Cohn’s Experiments.— Cohn and Arons 
employed Silow’s apparatus, and a quadrant electrometer 

alternator 



Fig. 248a. 



connected as shown in Eig. 2486 and used idiostatically ; 
an alternating potential difference was employed. With 
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air in both pieces of apparatus, if B, and B^ be the deflec- 
tions, then (Art. 123)-^ 

^1 00 Cl (F~ -y)® (Quadrant) 
e^a:.c,(y^vy (Silowj, 

. ^1 

The liquid is now introduced into Silow’s apparatus and 
the deflections B^ and B^ are noted ; then 

c, B, 


t.e. 


Kc, B, ’ 

where K is the specific inductive capacity of the liquid. 

Boltzmann’s Experiments on G-asbs. — The condenser 
consisted of two metal plates P and Q (Fig. 249), sur- 
rounded by an enclosure of brass, P, the whole being con- 
tained in a glass receiver. The whole could be exhausted 

or filled with any desired 

^ Connections between 
the condenser plates P, Q, and 
the battery, electrometer, and 
earth were made by wires 
insulated from the walls of 
the chambers by 
through shellac plugs. A 
battery of 300 DanieU’s cells 
was employed to charge the condenser. 

With the enclosure exhausted, and \ closed, the plate 
P is charged to a potential 300 F, where F is the potential 
due to one cell. Q is at zero potential. 

The keys are opened and the gas admitted. If Abe its 
specific inductive capacity the potential of P falls to 

300 F Q .g giiiiPat zero potential. 

by closing an addi- 
its potential again to 



l/B 

! P 


- 


A 

^ 1 Q 





I 




Fig. 249. 
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800 F Q uow acquires a potential due to this extra charge 
which ‘has passed to P and a deflection a is obUlmd ^ 
the electrometer, a depends on the amount hj which the 
potential of P has altered ; hence, we may write 


a cc 


^SOOV 300f(1- ^). 


An additional cell is added, thus altering the potential 
of P by an amount T. If /8 be the change in the de- 

flection 

^ cc V, 


a 


300 V 1 


i) 


: 300 




300 ^ 

^ ” ZOO IS 


Boltzmann’s Experiments on Crystalline Sulphor. 
-—In Art. 102 it has been shown that in the case of a 
conducting sphere in a uniform field the intensity at an 
external point is changed as if there were an electric 
doublet at the centre of moment where E is the 

radius of the sphere, i,e. 

Doublet in case of Conducting Sphere = PjE®. 

Again, in Art. 104 it has been shown that in the case of 
a dielectric sphere in a uniform field Pj, the moment of the 
equivalent doublet is (P, - F^) where F, is the field 
inside the sphere and B the radius. It is also shown in 
Art. 104 that in this case F^ = ZFJ(K -f 2) : substituting 
this in the expression (Pj -- F^)B^ we get : — 

2 ^ 

Doublet in case of Dielectric Sphere = ^ 

g; it is of the doublet in the case bf the equal 

A "i* 2 

conducting sphere. Thus the action of the dielectric 
sphere on any external charge will be action 
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of an equal conducting sphere on the charge. Cpnverseij 
the action of an external charge on the dielectric sphere 

will be ^ ^- ' -1 of the action on the equal conducting 

sphere. 

Boltzmann applied this to the determination of the 
dielectric constant of crystalline sulphur, A small con- 
ducting sphere was suspended by silk threads from one 
end of a torsion arm. An electrified sphere was then 
brought into the vicinity and the pull ascertained. The 
conducting sphere was then replaced 'by an equal sulphur 
sphere and the experiment was repeated. Prom the ratio 
of the pulls on the conducting sphere and on the sulphur 
sphere the value of K for sulphur was found. The sulphur 
sphere was arranged so that the three axes of the crystal 
were in turn pointing towards the charged sphere and the 
values of K parallel to the three axes were found. 

G-eneral — Bosob determined the dielectric constant of 
liquids by measuring the attraction between two plates 
situated first in air and then in the liquids. One plate 
was fixed and the other suspended from a torsion arm, the 
torsion measuring the attraction, A battery was used to 
charge the plates, but by means of a commutator the 
charges on the plates were reversed 2,000 and more times 
per minute. As the potential difierence between the . 
plates is the same in air and in the liquid, the charges on 
each are K times greater in the liquid, and therefore the 
force of attraction is K times greater in the liquid (see 
Example 4, Art, 84). Eosa compared the forces in air and 
in the liquid and determined K. 

Nernst in experimenting on liquids constructed a suitable 
condenser to contain the liquid, and used a Wheatstone 
Bridge (Art. 224) with an alternating current. 

Druda employed electric waves and measured the wave 
length §1 in air and in the liquid, calculating A from the 
relation K == ; his method is described in Chapter 

XXII, In the case of gases it has been found that 
the change in specific inductive capacity is proportional to • 
the change in pressure ; taking K for a vacuum as unity, 



r 
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the specific inductive capacit 7 of a gas at pressure Pwm is 
given by 

^ ~ ^ ^ 7 ^’ 

where is a constant. 

The effect of temperature on specific inductive capacity 
has been investigated by various experimenters. Gassie 
found that for carbon bisulphide, glycerine and paraffin 
oil there is a slight decrease with rise in temperature, for 
glass and ebonite a more pronounced increase with rise in 
temperature. In the case of water Heerwagen gives the 
following formula — 

JS:, = 80-878 - *362 17°). 


Dewar and Fleming^ experiment^ at very low tempera- 
tures gave the specific inductive capacity of ice at — 200° G. 
as 2-43, rising to 70*8 at — 7'5° 0. The specific inductive 
capacities of a few selected substances are indicated above- 


Values or K (Air = 1), 


Substance. 


Authority. 


Kbonit© ... 

Paraffin ... 

Mica ... 

Glass-light flint 
,, -dense flint 

-extra dense fiin 
-crown 
Turpentine 

Olive Oil 

Water 

;; at’iVc.!!! 
at - 185" 0. 
Air (Vacuum =1) 


3*15 
2*32 
6 '64 

6- 72 

7- 37 
9-90 
6-96 
2-23 
316 

76 
80-6 
SO 
2-44 
1 -00059 


Boltzmann 
> » 

Klemenoio 

Hopkinson 


Cohn and Arons 
Drude 

Fleming and Dewar 
Boltzmann 
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Exercises VIII„ 

Section A. 

(1) Describe the Torsion Balance and Cavendish Proofs of the 

Law of Inverse Squares. . 

fl balance the lever is de- 

‘»«d 

AiSJS'DEfciZ'iS.'""'" *" ‘“"■**"* 


• Section B. 

(1) Two Leyden jars are exactly alike, except that in one the tin- 
foil coatings are separated by glass, and in the other by ebonite 
A charge of electricity is given to the glass jar, and the potent^ Irf 
ito inner coating IS measure.! The charge is then shared between 
the two jars, and the potential falls to 0-6 of its former valu^ H 
tospeoific inductive capacity of ebonite be 2, what is that of the 

t insulated plate, 10 cm. in diameter, is charged with^leo^ 

tsrs sg* “* “ “*“• "I 

( 3 ) Describe some form of quadrant electrometer, andexnlain how 
It may be used to compare the E.M.F’s. of two ttterfes^ 

some V <lifferenee of potential, and describe 

method by which it can be measured in absolute units. (B.E.) 

comer^od of a condenser, with mica as the dielectric, are 

so ^visions. Compare thodieleotrio constants of mica and paraffim 

(B.E.) 

heetldtSJffr" °L^«4ramte of a quadrant electrometer is con- 
neoted with the earth, and if a constant charge is given to the other 
pair of qua^ante, the deflections of the electrfmeter wUl be a 
maximum when the potential of the needle has a ceS vTlue. Ly 
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increase of the potential beyond this value diminishing the defieo- 
tion ; explain this result. (B.E. Hons.) 

(7) How would you determine the specific inductive capacity of a 
solid substance, being given a slab of the material in question ? 

(B.E. Hons.) 

Section. C. 

(1) How would you compare the capacity of a Leyden jar with 
that of a standard condenser by some one method ? Describe the 
nrecautions that must be taken to secure an accurate result. 

(Inter. B.Sc.) 

(2) Define potential, capacity, and specific inductive capacity. 
Describe any instrument which may be advantageously employed 
for the measurement of differences of potential (Inter. B.So.) 

(3) Describe some form of quadrant electrometer and deduce a 

formula for use with it. (B.Sc.) 

(4) Describe some form of absolute electrometer and give the 

theory of its action. (B.So. Hons.) 



M. ANJD E. 
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CHAPTER IX 


ELECTEOSTATICS.^-mDUCTIOISr MACHIFES 
AND ATMOSPHEEIO ELEOTEICITT. 

129, Introductory. The Electrophorus.— In the 
present branch of our subject anj mechanical device fox 
the rapid production of electric chargee maj be tenned 
an electrical machine, but an important feature in connec- 
tion with the more modern machines dealt with in this 
chapter is their power of developing large potential differ^ 

The older types, such. as the “cylinder” and “plate” 
machines, depended essentially on friction, but these are 

I n now practically obsolete ; in 

the newer forms influence or 
induction is the main factor on 
which the action depends. 

^ ^ instrument in which an 
initial small frictional charge is 
I caused to .produce, % induc^ 

lion, B, large number of addi- 
charges, is known 
as the electrophoms. As 
Fig. 250. "Visually constructed, it consists 

. T . « , ^ (^ig- 250) of a disc of ebonite, 

JEI, and a plate of brass, B, of slightly smaller diameter 
to which IS attached an insulating handle of shellac-var- 
nished, glass or ebonite. When in use the lower side of 
B must be earthed, either by resting it direct on the table 
or by fixing it to a brass or tinfoil base, called the sole 
which in turn rests on the table. ’ 
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The ebonite disc is excited by rubbing it with fur, so 
that it acquires a negative charge (Fig. 251), and a 
negative potential is established in the air field above. 
The brass plate is then lowered on the disc, during which 
operation it acquires the negative potential of the field 
and inductive displacement ensues, its lower surface 
becoming positively charged 
and its npper surface nega- 
tively charged. The brass 
plate is next earthed by mo- 
mentarily touching it with the 
finger, the result being that 
electricity flows into it until 
its potential becomes zero and 
the plate exhibits only a posi- 
tive charge. On removing the 
plate from the disc, the former 
attains a positive potential due 
to its acquired positive charge ; 
this positive charge may be 
communicated to another body, ^ 

and the whole series of opera- 

tions may be repeated several 

times without again exciting 251. 

the ebonite disc. 

It has been mentioned that the lower surface of the 
ebonite disc must be earthed, preferably by fitting it to a 
metal soZe, which rests on the table when the instrument 
is in use, and the importance of this earthing will be 
readily understood. The negative charge developed by 
friction on the upper surface of the disc produces by 
induction an equal positive charge on the walls and other 
earth-connected bodies in the vicinity. By far the greater 
portion of this induced positive charge will, however, be 
developed on the metal sole, and the attraction between 
this and the negative charge on the disc draws the latter 
charge partly within the disc, thus reducing the tendency 
of the ebonite to lose its charge. 

Further, it has been stated that when the 
earthed by touching it with the finger. 
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into it until its potential is zero, and it is important to 
notice tliat this electricity mainly comes from the earth- 
connected sole, i.e. the charge taken away when the plate ig 
removed is mainly derived from the sole. 

Thus, suppose the charge on the ebonite disc be — 20, 
and let 4- 18 denote the induced charge on the sole, and 
therefore -f 2 the induced charge on the walls, etc., of the 
room. On placing the plate on the disc and earthing the 
former, the whole inductive action of the disc is concen- 
trated on the sole and plate, but the latter will contain the 
greater portion of the induced charge since it is nearer to 
the inducing charge. Hence the distribution of the in- 
duced charge may now be represented by, say, -f 17 on 
the brass plate and -f 3 on the sole, i.e. •+• 15 units have 
passed from the sole to the plate when the latter was 
earthed. On removing the plate the charge -4-17 ig 
removed with it, and the original distribution is again 
attained, i.e. electricity passes into the sole until the charge 
there becomes 4- 18, and 4- 2 appears on the walls, etc., 
as before. 



Fig. 252 depicts, the tubes of induction in the process 
of charging an electrophorus, and then allowing the 
brass plate to share its charge with an insulated con- 
ductor 0; the reader will readily grasp the details from 
the igure. 
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It should be noticed that when the brass plat© is laid on the 
ebonite disc it does not receive a charge by conduction, but is acted 
on inductively. This is due to the fact that, neither surface being 
truly plane, the points of actual contact are very few, and the 
ebonite, being an insulator, gives up only an inappreciable fraction 
of its charge, viz. that spread over the small area of actual and 
intimate contact. Thus the charging of the plate does not practi- 
cally diminish the charge on the disc, and a theoretically unlimited 
number of charges can be obtained on the metal plate from the 
single frictional charge on the ebonite disc ; leakage, of course, 
interferes with this. 

To do away with the necessity of touching the plate with the 
iSnger each time it is charged, a brass pin connected with the sole 
is sometimes let into the ebonite disc in the way shown in Fig. 251. 
The brass plate, when laid on the ebonite, makes contact with the 
point of the pin, and is thus connected to earth as required. 

As previously indicated, the electrical energy possessed by the 
plate is equivalent to the work done in overcoming the mutual 
attraction between the negative charge on the disc and the positive 
charge on the plate when the latter is removed from the former. 

130. Principle of Action of an Induction Machine. 
— A careful consideration of the following experiment will 
enable the reader to grasp the principles involved in the 
action of induction machines. 



(b) “(Cf (d) 

Fig. 253, 


Exp. Let A and B (Fig. 253) be two metal cans (which may be 
called or armatures), fixed on insulating stands and placed 

some distance apart. Although not essential in this experiment, 
let the cans be provided with springs, a, b (called the contact 
springs), projecting from their inner surfaces. Two springs, e, e, 
are earth-connected and fixed as indicated, i.e. one projecting into 
each can. Finally, G is a metal ball (called the carrier) attached to 
an insulating rod. 
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° M?g.™ sr; A"!”?"*, '• - 

which passes mainly to the outs&e of ^ i e A htin 

positive charge (Fig. 25.? (a)). >■■ A has now a small 

(2) Raise C and allow it to touch the spring e. Since .f 

psitive potential (Art. 75) electricity will fliw ourof it wLt 
touches e untU its potential becomes zero i e ' “ “ ** 

induced negative charge on contact with e (Fig. 253 (b)) 

(3) Lower the eerier G into the inductor I,' allowing it to to„„i. 

the contact spring b : as before, C becomes discharged ^the ^ 
charge mainly appearing on the outside of R i.e Jam ‘ 

negative charge (Fig. 253 (c)). ‘ ® small 

(4) Raise O and allow it to touch the spring e tSinr^A n * 
negative potential (Art. 75) electricity will Vw intrifwh 
touchM e until its potential becomes zero, i.e. (7 acotires // 
induced positive charge on contact with e (Fig. 253 Id)) ** 

(5) Again lower G into A, allowing it to^'touch a Th^ u 

rc. “ a. 1... to to,“‘ 

£Th.r. “-r 

greater, this induced negative charge on O is c^reater. ^ ^ 

(7) Again lower 0 into jB, allowino^ it to tnimK hn • t 

«.™ dl.torg«l, .rf B 

..M: •»>' i”"" 

mduced positive charge on G is greater. ® "s greater, this 

These operatiOTs may be repeated several times the in. 
ductors A and B acquiring larger and dill larger charaes 
of oppose sign, out of the initial small charge, L thec!m 

pwM interest principle The accumulative action wm In 

fact, go on until A and B are ohanred as hiirhlv 7= 
circumstances of their insulation will Mrmit f f m 
potential that their loss of eWe t ^ 

the carrier G, If the inductors 1 and B were J,oh ^ 
with a metal rod terminating in a ball and if arra 
ments were such that the balls were fired at a 
^stance apart, a spark would pass between them wL^thl 
difference of potential became sufficiently S to over 

come the resistonce of the intervening" 3 ^:^^ blua' 





ATMOSPHBEIO ElBOTBICITY. 


Fig. 254 . 255- 

which the spindle for rotating the carriers 0, -D. re^ ; ^ 
need not be insulated. There are two carriers, C, p, also 
portions of a metal cylinder, which are fixed to an insulat- 
ing bar and capable ofi rotation about the axis i2. _ 

Imagine A to have a small positive charge and tlmt tlie 
spindle is turned in the direction of the arrow until 0 is in 
contact with the spring e on the right and D with the 
spring e on the left (Fig. 255) ; G becomes negatively 
charged and D positively charged. When 0 comes into 


would, in fact, correspond to the “poles” of the “^dem 
machines, although, in most cases, this arrangement of the 
poles is somewhat modified in practice. 

131. The Kelirin Keplenisher. — ^The construction and 
action of this instrument will he understood from^igs. 
254 and 255, which are lettered to correspond with the 
previous experiment. The inductors .4 and .B are two por- 
tions of a metal cylinder. Each inductor is ^s^^ted and 
fitted with a contact spring (a and b m Fig. 255). ihe 
springs e, e, proiecting into A and B, are connected by the 
strip of brass, M, which runs round the ebomte base on 
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contact TOtli 6, D also comes into contact with a, with thA 
result that G imparts its negative charge to B and B L 
positive charge to A. When 0 and B again touch £ 
«. ?. both mitootors act so as to charge B nec^ativelv 
and O' positively. When B reaches h and “O reaches a B 

to ^ ^ charge 

to and the actions are repeated as rotation continues 

positive 

r^i ^ ^ one. The enerp/of the 

collected charges has its equivalent in the work done in 
se^rating the oppositely charged carriers and inductors. 

The instrument was not intended to produce large charges 
however, but for use vnth the Kelvin electrometer to mam- 
toin the Leyden jar at a constant potential— one of the in- 
uctors (say .d) is connected to the inner coating of the 
jar and the other to earth, and when the potential of the 
jar shows signs of falling a few turns of the replenisher 
quicHy restore it to its original value, which is indicated by 
a suitably constructed gauge (Art. 123). ^ 


THe Kelvin Water Dropper.— This aouarati: 
is represented m Pig. 256. It cons^ts of four fSlate 
metallic cyliuders A, A', B, B', cor 
r= d ' -| f®cted in pairs as indicated, th 

I r n lower ones B B' being fitted wit 

D I I X ^ ^ the fin 

I I ° |a' nozzles of a metal pipe K, earth 

l\ /I I connected, from which water i 

■ \ / » • permitted to issue in drops. 

V ^ (and therefore F)be givei 

/{ a slight positive charge and imagim 

W / . . f.'^^op of w^er just issuing fron 

/ J the nozzle B. Being eailh-con. 

I wIb' a hollow posi. 

|\C/| tively charged conductor, the drot 

S i acquires a negative charge which 

Fig. 256. It gives up to B (and therefore A') 

• 1 1 , "^hen it strikes the fumipl 

IS repeated by each drop issuing from the nozzle i ’ 
Consider now a drop of water just leaving B'. Since A' 
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is negative tlie drop acquires a positive charge whicli it 
gives up to (and therefore^) when it strikes the funnel 
O' ; this is repeated bj each drop issuing from the nozzle 

D'.. ■ 

Thus the positive charge on one system (AB^) and the 
negative charge on the other (BA') tend to increase until 
leakage interferes, or B and B' become so strongly charged 
that the drops are repelled and do not enter. 

This repulsion between a drop and the like charged cylinder 
which it is approaching reduces the velocity of the drop, and the 
consequent decrease in the kinetic energy of the drop is a measure 
of the electric energy acquired by the cylinder. 

Further, it can he shown mathematically that if V be the po- 
tential of the system Aj W the potential of the system (7 the 
capacity of a drop, N the number of drops per second and L the co- 
efficient of leakage, then V - V' will increase as long as JSfG is 
greater than L. 

133. The Wimslinrst Induction Machines. — Of the 
modern machines — the Holtz, Yoss, Yarley, Wimshurst — 
the best and most frequently used in this country is that 
of Wimshurst ; Fig. 257 depicts the actual machine, while 
Fig. 258 will serve to explain the action. 

The machine consists essentially of two vulcanite or 
shellac- varnished glass plates capable of rotation in opposite 
directions about a horizontal axis. On the sides of the 
plates remote from each other are fixed a number of metal 
sectors ; in Fig. 258 the sectors on the front plate are re- 
presented by the inner broken circle, those on the back 
plate by the outer and thinner broken circle. Standing at 
each side is a U-shaped conductor, each carrying on the 
inside two rows of sharp points (called the combs) facing 
the plates ; these are connected to the “ dischargers ” or 
** poles ” of the machine X, Y, and to the inside coatings, of 
two condensers K, K, the object of the latter being to 
increase the capacity and to render the accumulation of 
heavy charges possible (Art. 105). Lying across the front 
plate, at an angle of about 45° with the combs, is a metal 
rod jBO, terminating in wire brushes, which graze the 
sectors as the plate rotates. Across the back plate , and, 
roughly speaking, at right angles to BG is a, second metal 
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rod termnatpg ia brushes; for convenience this ,g 
drawn outside in the figure. 

Disregarding for a moment the “earthing” of the rods 
and JEE, and imagining the sector A to have a slight 
positive charge given to it, the action of the machine my 
be descnbed as follows acts inductively on the con- 
ductor BG, causing the sector B to acquire a negative charge 
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lattraeted, charged, and repelled ; the air is also “ ionised” 
.(Chap. XXIII), the negative ions drawn to the points and 
ithe positive ions repelled (thus the comb loses its charge, 
leaving the discharger negative, and the positive repelled 
-carriers coming in contact with the negative sector neu- 
tralise ' it, so that it comes out uncharged. When the 
front sector reaches 0 it acquires a positive charge, when it 



reaches ’Q- it acts inductively on the bach plate^ causing H 
to become negative and E positive, and when it enters the 
comb on the left, actions similar to those already explained 
take place, the result being that the discharger X becomes 
positive, and the sector comes out uncharged. At J? the 
.sector becomes negative and the action is repeated. 

Turning to the back plate, the sector M moves to the 
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left with its positiye charge. At ^ it acts inductiyelr on 
the front plate, making the sector at B negative and that 
^ G positive ; it then enters the comb, with the result that 
X acquires a further positive charge. On reaching H the 
sector in question becomes negative, at D it acts induc- 
tively on CB, making G positive and B negative ; it then 
enters the comb, with the result that T acquires a further 
negative charge and the action is repeated. Thus the rota- 
tion of both plates results in X acqLing a strong pSe 
charge and Y a strong negative one. 

^ In the above we have assumed that a small charge is 
given to A ; in practice the small dijfference of potential 
between different parts is usually sufficient to start the 
action. 

Compound machines consisting of four, six, eight, and 
more plates are also constructed. 

;i A Details of the Discharge from an In- 
duotion Machine.— When the gradient of potential in 
the insulating medium (air) is raised sufficiently hio'h bv 
the approach of the positive and negative poles of the 
machine to each other, the medium breaks down under the 
stress, and the energy of the field is liberated by disruptive 
dtsctosre betw^n the poles. The appearanci presented 
may be either that of a single or branched line of light 
(straight, curved, or zig-zag) from one pole to the ot&r 
when It IS called a “ spark,” or that of a brush-like glow’ 
With branches diverging from a stem springing from one 
ot the conductors, when it is called a “brush.” 

The discharge takes the spark or brush form according 

a,s the quantity of elec- 


*0 ^ discharged 
or small. When 
_ V- ■ the quantity is large and 

Fig. 269. the distance small the 

spark is short, straight. 
As the distance increases the spark line 


and intense. As the distance increases the spark line 
ceases to be straight, and takes a branching form similar 
to that shown in Fig. 259. It should be noted that in a 
spark of this kind the tips of the branches point from the 



ATMOSPHBBIO ELECTRICITY. 


positive to tlie negative pole. With a limited quantity of 
electricity the discharge takes the brush form. A bright 
luminous brush of a light violet colour branches from the 
positive terminal in the way shown in Fig. 260. The 
negative terminal is covered with 
a soft luminous glow showing here 
and there small bright star-like 
points where any small irregulari- 
ties break the smoothness of its 
surface. Fig. 261 shows, according 
to Faraday, the difference between 


Pig. 260. 


Pig, 261. 


the brush from a positive and negative pole. 

The brush discharge is accompanied by a sharp hissing 
sound readily distinguished from the sharp crackle of spark 
discharge. When it takes place between two terminals, 
such as the poles of a Wimshurst machine, which are sup- 
plied with electricity at a uniform rate, the difference of 
potential between the terminals remains practically con- 
stant during the discharge. In the case of a spark under 
the same conditions, the difference of potential rises to a 
maximum at the instant of discharge and at once falls to 
zero to rise again to a maximum for the next spark. 

When a Wimshurst machine is worked without the Ley- 
den jars the discharge between the poles is, for anything 
but short distances, of the brush form, but when the jars 
are used the capacity of the terminals is increased, and a 
sufficient quantity accumulates when the maximum dif- 
ference of potential is reached to give a spark discharge. 
Experiments with a Wimshurst machine show that, for a 
given distance between the poles, the difference of po- 
tential necessary to produce brush discharge between ter- 
minals of low capacity is practically the same as that 
necessary to give spark discharge between terminals of 
large capacity. 


354 


INDUCTIOW MACHINES AND 


nf is also affected by the shape 

opposing siHfaces; rounded surfaces tend to pro- 
due© sparks and pointed ones bnishes. 

^Stance which separates the two coaductors 
when the ^charge takes place is called their 
stw^g distaace,” and for a given pair of conductors 
simikrly placed it is found to be very nearly proportional 
to their potentid difference, but for differently shaped 
pans (or even for the same pair with differently sha^ 
jwrtions of their siirfMes facing one another) i/depends 
dso upon the shape. Thus for a pair of splieres the strik 
mg ^stance is about one inch per 100,000^ volts, while for 
a point facmg a flat plate it is much greater, viz about 

Zr Th?re ^ points grea^i 

f+ii • to be no practical difference so far as 

stnki^ distance is concerned between the “spark” anri' 
fc" bru.1, tb.t i, taJ±.g a gi,„ paiS eSL, ta 
a given relative position and at a given difference Xoter 
taal, ^d fusing them gradually to approach, we do not 
^t a brush at one distance and a spark at another, but we^ 
get et^er asp^k or a brush at a definite distance 
It should be c^efuUy noted that the term “striking 
chstence refers to the starting of the discharge and not 
to its maintenance. For example, suppose we havn 
spheres which by m^s of a machine Ee Jit 
tial difference of 10,000 volts; then in ordlr to stertl 

brought to within* 

<iistance), but after the spark has oum 
storted they may be gradually separated to a much greater 
distance and it will still continue greater 

Fcl thf ® mechanical rSS 

For the same pressure the striking distance is u^rW 

sim^ conditions much the same in all gases, but when 
the pressure is diminished the striking distance tocrea^tl 
up to a certain point, and afterwards diminisherultil 
when the exhaustion is very complete no dischaT’o.Q 
however great the different of 
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not extreme exhaustion the appearance is neither that of 
the spark or brush, but of delicate striae, and is known as 
the electric ** glow.” . 

Maxwell defined the “ electric strength ” of a gas as 
the greatest electromotive intensity,” or “ potential 
difference per unit length,” which the gas can bear 
before spark discharge takes place. It is found, how- 
ever, that the electromotive intensity does not depend upon 
the gas only, but is influenced more or less by the material, 
shape, sign, and distance apart of the electrodes, the 
nature of their surface, and the character of the interven- 
ing field. The electric strength of a gas is not therefore a 
characteristic specific property of the gas. 

The relation between spark length and potential difference 
(and therefore between spark length and electric strength 
or electromotive intensity or P.D. per unit length) has been 
the subject of much research by Kelvin, Bailie, Liebig, and 
others. Liebig's results, given in the table below, for air at 
atmospheric pressure are typical. 


Potential Difference and Spark Length. 



'G.O.8. Eleetrostatic Units and Centimetres (1 G,G.S, e.s 
unit = 300 volts).] 


Spark 

Length 

Centimetres. 

Potential 

Dijfference. 

Electro- 

motive 

Intensity. 

Spark 
Length in 
Centimetres. 

Potential 

Difference. 

Electro- 

motive 

Intensity. 

•0066 

^’630 

398-5 

•2398 

30*662 

127-7 

•0105 

3-357 

319-7 

•2800 

35-196 

125-7 

•0143 

4*017 

280-9 

•3245 

39-816 

122-7 

•0194 

4-573 

235*7 

•3920 

47-001 

119 -9 

•0245 

5-057 

206-4 

•4715 

55-165 

117*0 

•0348 

7*190 

206-6 

•5588 

63-703 

114*0 

•0438 

8*863 

195-5 

•6226 

69-980 

112-4 

•0604 

10-866 

179-9 

•7405 

82-195 

lU -0 

•0841 

13-548 

16 M 

•8830 

95*540 

108-2 

•0903 

13-816 

153-0 

•9576 

102-463 

107-0 

•1000 

15-000 

150-0 

1-0672 

110-775 

103 -8 

•1520 

20-946 

137-8 

1-1440 

117*489 

102-7 

•1860 

24-775 

132-2 



' 1 






INDXJCTIOIS' MACHINES AND 

The curves shown in Fi<y 262 fi. 

graphicaily. The neaT-ltr f* these results 

between smrk le tke relation 

other curve that “ T dilference, and the 

»it l»8th) „d (B.D. p» 


d£o .00 ,50 

S'ig. 262 . 


800 860 too sso'i . ooo’Ce«< 7 ;;^if^ 


intensity ^ muSi^gr^ter^fo^ thf f ectromotive 

this was first discovered by Kelvin in i860 ’ 

It has been shown from the data of j t . 

ezpnments that the relation between 
potential difference may, for smrta length and 

long, be given by the re&on ^ ® 2 mm. 

and b eonstants^’°Bami’fierutote^ length, and a 

» = 99'698,wiaii.eULTJS®2tr.,r'“* 

There is evidence from eYopn-Tv.^ ®^®^ti^ostatic units. 
P^ce at the Cavendish LaLratoTy ^ 

difference decreases as the spark len potential 

a minimum value for a very Siort Ipn^th 

with further decrease of ^ 

shown in Mg. 263 indicate t^^® r^® 

relation between spark leno-th j^oe ^ mature of the 

At dtaaptoric p™™„ 
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I 

! occurs at such a small value of the spark length that 

accurate measures of the relation in the neighbourhood of 
this critical value cannot well be made. At pressures 
below atmospheric 
pressure, however, the 
minimum potential 
difference corresponds 
to longer spark lengths 
and the existence of a 
^ minimum value can be 

clearly established. 

Bailie has published 
results giving the po- 
tential difference and 
spark length for dis- 
charge between two 
equal spherical elec- 
trodes of different di- 
ameters. These re- 
sults, some of which 
are given in the following table, show that the potential » 
difference for a given spark length varies with the diameter 
of the spherical electrodes, increasing as the diameter de- 
creases, but reaching a maximum value for a certain dia- 
meter which is greater the greater the spark length. 

Potential Diffebencbs (O.GS. e.s. units) i Peessttbe 
760 MM., Tempbratubb 15° TO 20° C. 


Spark 
length in 
cm. 

Planes, 

Spheres 

6 cm. in 
diameter. 

Spheres 

8 cm. in 
diameter. 

Spheres 

1 cm. in 
diameter. 

Spheres 
*6 cm. in 
diameter. 

Spheres 
*85 cm. in 
diameter. 

Spheres 
•1 cm. in 
diameter. 

•10 

14-70 

14-78 

14-99 

15-25 

15-53 

16-04 

1610 

•15 

20-20 

20-31 

20-47 

21-28 

21-24 

21 - 8 ? 

19-58 

■ -25 

30-38 

30-99 

31-33 

32*10 

32-33 

31-96 

23-11 

•35 

40*45 

41-45 

41-47 

42-48 

42*16 

39-39 

25-34 

•40 

44*80 

45-00 

45-00 

45*50 

44*80 

41-07 

26-58 

•45 

49*63 

50-33 

49-63 

52-04 

48-42 

43-29 

28*49 

•50 

64-35 

5506 

54-96 

64-66 

53-25 

47-21 

30-00 

70 

74-09 

75-40 

73-79 

72-28 

64-22 

66*47 

32-92 

1-00 

105-49 

112-94 

104-69 

83-05 

72*38 

59-49 

36*24 
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Showa by tbe curves Sr in pi « 

taken from a paper bj Be la Rha^t. i ti— curves, 

variation of stnkino* on ^^^ler, show the 

m^t f.™ ZftSX TrSif‘K'“'?‘“ 

potential difference was mSsuril 
force (Art. 153) of 1-03 volts ea^L “ electromotive 
Tne relation between 
spark length and po- 
tential difference is, in 
general character, the 
same in ail gases, but 
the quantitative de- 
tails vary with the gas. 

The influence of gas 
pressure on the rela- 
tion between spark 
len^h and potential 
diff'erence is of great 


Inch 


^’ig. 264. 


mterest. The general result of chano-n nf 

for a given spark length the now; ^ of pressure is that, 

as the pressure decreases, doin to ! <i®®reases 

then increases. The critioni ° ^ “‘'oimum value, and 

potential difference attainj^te mWmf* 

the greater the spark length but fhfi lower 

*“ " ""sM? “-topi Siitit 



Spark ~leng th ~ 
(i) 4 = .'0Q04 

(iii) d~ .002 

(iv) 4 == .'004 
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800 Tolts. Tlie following table gives numerical results for 
short sparks in air. 


Air Pressure in Millimetres 
Fig. 265. 


Fig. 265 exhibits grapnicallj the results of experiments, 
made by Mr. Peace at the Cavendish Laboratorj, on the 


Spark Length. 

Minimum 

Potential Difference. 

Critical Pressure, 

*00100 cm. 

326 volts. 

250 mm. 

■00254 cm. 

330 volts. 

150 mm. 

'00508 cm. 

333 volts. 

110 mm. 

■01016 cm. 

354 volts. 

55 mm. 

■02032 cm. 

370 volts. 

35 mm. 
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the I»teiitU dfflsrence .ttains a mininon ,„, 
p“.Se” “■ '“** “™"“ *ith d«eS,“f 

md "hS tS.X'S 
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furtlaer, that tMs lag is reduced and sparking accelerated 
by illuminating the negative electrode with ultra-violet 
iio-ht. These phenomena may be explained by assuming the 
presence of a few negatively charged ions (Chapter XXIII.) 
in the air between the electrodes. When the high po- 
tential difference is attained these ions acquire a high 
velocity, and, colliding with other mokcules, produce 
further ionisation, so that, as explained in Chapter 
the air attains increased conductivity and the spark passes. 
Ultra-violet light assists ionisation and resulting conduc- 
tivity, and therefore assists sparking and reduces “ lag. 

The colour of a spark is due chiefly to the volatihsation 
of particles of the metal terminals in the path of the 
spark, but it is also influenced by the medium itself and 
by particles of foreign matter therein. 

When a disruptive discharge of any form is examined 
by means of a rapidly rotating mirror it is found to be 
of an oscillatory character. Thus the image of a short 
straight spark seen in a revolving mirror is a number of 
short straight parallel lines of light separated by narrow 
interv^ils corresponding to the period of oscillation of the 

research and theory on the discharge of elec- 
tricity through gases are dealt with in Chapter XXIII._ 

When the discharge takes place through a conductor it is 
accompanied by all the effects produced by an electric 
current in the conductor. The heat developed may be 
made to produce fusion or volatilisation of the metal of 
the conductor. A magnetic field is developed round the 
conductor, and a magnetic needle is deflected or a piece of 
iron may be magnetised. Liquids may be decomposed. 
When the conductor is of bad conducting material, offer- 
ino’ a hio'h resistance to the discharge, violent mechanical 
effects are often produced. When the discharge takes 
place through the human body as a conductor, the 
physiological effects which accompany the shock are found 
to depend on the energy of the discharge, that is, upon the 
quantity discharged as well as upon the difference of 
potential, and also to an important degree upon the time 
rate of discharge. The larger the quantity and the 
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ssr" “*• ““ o' '>“'“w 

by the figures obtained when the dischai^oe from the eWrr.!fi! 

material' cov-ered with a badlv 

conducting powder. Thus, if we cover a plate with a fiiLlv 
dered mixture of red lead and sulphur and take the disoharff© from 
a positively charged eleetmd^ the sulphur!^ which by 

1 - ~i_ . .> attracted to 

Tj,. ' f ’ “**“ '‘“O'Aii.S out 

1 m Fig. 267. Similarly the lines of 
n ~ ^ ir indicated by the positively 

a pattern of the form shown in Fig, 268 is 

_ material is covered with a 
ura powder, ^and a discharge passed 

I'eautifully branched moK-Ukefiguresi 
Fig/2697durrj:?y.‘^r^^^^^^ 

k a ia tlie Air.— It has been 

found by dir^t measxu-ement that the potential at a point 
in the open air is a ways different from the potential of the 
^ith, and usimUy higher than it. A satisfLtory method 
of measuring this potential is by means of a u,a(er drop ver 
A metal cistern, fitted with a tap having a verffine 
nozzle IS filled with water, carefully insulated, and^fiLd 
m position so that the end of the nozzle is at the point in 
potential is to be measured. ^ Water 
IS allowed to drop_ rapidly from the nozzle, and owing to 

S™ tf as they are detailed 

to *1^® gradually becomes charged up 

to the potential at the point of the nozzle. If the cister^ 
IS connected to an absolute eleoliometer, or to one pair of 
qrmdrants of a quafent electrometer, the potential itLtains 
when equibnum is set up can be directly measured rud 
this gives the potential of the air at the point selected 
A more modem method is to employ a wire tipped with 
radiuin or other radio-active substance ; this ionises the 
air. and the c^rgeon the end of the wiW is nSised 
by the oppositely charged ions (Chapter YYTTt ) ^ 


red lead is negatively electrified, 
positive ^charge over the plate, and marks 

» pauuern Similar to that shown in F-- '''''' 

a negative discharge over the plate are 
charged red lead, and 
obtained. 

If a plate of glass or other insulatin; 

anu a 

over the surface, between two pointed electrodes 
the powder arranges ' -- - - 

showing a distinct differ 
centres, 



■■ 
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S™ “f¥ » ™ri! 

variable in value ^ ° negative, and is always reiy 

.l2*0?£*SLf bt -a «■• 

™tb«^ ^ .iu. £ i“SS“5 

The electrification is stronger in win W i-h^-n • ^ 

and the diumal variation if aasociate£itb^t 
«f ten.„rat„te, the deotriSoSr&l^lr.* T 
tim^ of greatest variation of tonner^i^t^ “ ?* *•“ 
d»ng thehonre .f oonstaat CPS’ ^ 

IriSllTISoePT. 1„r Tf*"' f'”'* 

earth’s surface inCnce 2e ftm of the^Towf ® 
tential surfaces; but the irregularit4*dL^tr«,®^'^'^°' 
dmppear at a comparatively bw Sht. ^ 

nir near the earth’s 
surface may be considered as due to the ^ 

the ™ on a, deotrideatien of Z TO ff 

positive potential with increase of height is for e™i« 
consistent either with positive electrification 
negative electrification of the earth. The fact that^a 
dropper gives the same indication in the oS as wher.f 
cbsed in wke netting, or in an enclosK pSomted 
Mc, where it is free from external influence su™«rwt^ 
theory that the mass of the air is electrified.' 

137. Thunderstorms.— The phenomena o-f » 4 - 1 , ^ 

storm Me supposed to result from the intend elStrifi®"’' 
tion of the clouds. It is probable tff retS to 
charged cloud is made up of a verv lay^^ “ectncally 

isolated charged drops of water, and s taSar^ed 
throughout its mass and not on its surface f«to“ tF • 
conceivable that the condensation of 4ter y^U^ in 
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positiTelj charged air may give rise to a cloud of positively 
charged drops of water. As the cloud grows these drops 
unite and fonn larger, .drops, and in doing so the potential 
of each drop must evidently rise. For, if eight small 
drops unite to form one larger one, the charge on this 
drop will be eight times that of one of the smaller drops, 

I but its radius will be only twice as great, and, therefore, 

! the potential of each drop will be four times as great and 

{ the surface density twice as great as before coalescence. 

The potential of a heavy cloud made up of comparatively ,, 

large droplets may in this way rise to a very high value. . 

Different clouds formed under widely different atmo- 
spheric conditions may thus become positively or negatively | 

charged to very high potentials, and in an assemblage of 
such clouds disruptive discharge between the clouds, or 
between the clouds and the earth, may give rise to all the ; 

phenomena of a thunderstorm. ? ' 

138. Lightning. — Lightning is disruptive spark dis- 
charge on a large scale between clouds charged to widely ^ 

different potentials or between a charged cloud and the 
earth or an earth-connected object. The discharge may be 
simple or oscillatory in character. It is intensely bright, i, 

and is usually of the forked or branching character similar ■ 

to that shown in Fig. 259. Sheet lightning is probably re- 
flection in the clouds of an ordinary discharge at too great 
a distance for the thunder to be heard, or it may be due 
to partial brush-like discharges between adjacent clouds. 

Globe lightning, if it really exists as described, has not 
been explained It is said to consist of balls of fire which 
move slowly along, and ultimately burst with a loud ex- 
plosion. The physiological effects of lightning are gene- 
rally so intense as to produce death or temporary paralysis. 

The sound accompanying the discharge, known as 
thunder, is due to the sudden and violent disturbance of 
the air along the lines of discharge, and its nature depends 
on the nature of the path. When the path is short and 
straight the thunder clap is produced, whilst a long and 
zig-zag path results in the thunder rattle. The rumbling 
or rolling is due to echoes among the clouds. 
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. &iac- 

quarter of a square iuch^L section t Ss froXT" 
to the bottom of the building to be protect It 
upper end iWs sharp-pointed and, in order to^esirt the 
action of the atmosphere, the point-piecemaf 

copper, thickly gilt at the point, or of riatto^^ a! 
W end it should be in g^d connectiL w^rthetart? 
and to secure this it should be attached to a hrTem^t 

sufficient "A^Xay; 

Under certain conditions the action of PrantHn’o „ 
ductor may be such as to prevent the lightninff £h alfe' 

Sf «e from 

tne tiasb does take place. Thus 

charged cloud acting inductively on the earth and dl earth^ 

connected bodies beneath it. As previouslv evnl.' ^ 
connection with the “action of points ” ('Ar/^sTl “ 
of negatively charged particles^ of air, eto nS’eadf 
the point thus slowly neutraUsing the AsitielTir^ 
cloud and preventang the flash altogether If tL £h1? 
not prevenl^ in this way, it will teSd to pass betwS^l^! 
cloud and tlie conductor, and, choosing the mth i + 
r«.3h«co,will proc«d dow.’tt. 

Without damage to the building. 

Other conditions may arise, however whiaK i-at,,!/- xi. 

Fmnklin rod of little service ; ’thelCr^^^^^^ 

will be better understood later, but the^ following f 

XSxp. Two Loydon ja»n3 &r6 oonnootod in sat^ab a.il 

minals of an influence machine, the two outer 
neoted, as shown in Fig. 270 . hv a conZ«i^nf ^ 
spark gap aft arranged in parallel. When the maSifnA^^’ j 
it is found that every time a spark passes h^f wa worked 

the machine, a spark also pails ^111 
length ol this gap is greater than that bf tween thTmA^T^®^ 
minals. This shows that an instantaneous differLoe of 
set up between the two points, and in such oases a e^Ketwie" 
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Electrical machine 

or I 

Induction coil 



the points is not necessarily prevented by the pointy being m metaiiio 
connection, that is, the discharge does not necessarily follow the path 
of least electrical resistance. As will be 
explained later, whm the current is we 
of very rapid alternation the opposition 
to its passage between any two points 
OB a conductor is not determined by the 
resistance of the conductor but by (Chap- 
ter XVII.) what is called its inductance 
and by the fact that, for very rapid 
alternations, the current is confined to 
a very thin surface layer or skin of the 
conductor. 

In the above experiment the 
sparks at AB could be prevented 
by joining the terminals by a con- 
ducting wire, whereas those at ah 
take place notwithstanding the 270. 

presence of the conductor joining 

the points. The difference of potential at AB gradually 
rises to the sparking value, then falls to zero and rises 
again. At ah the difference of potential is normally zero, 
but when a spark passes at AB it rises to the sparking 
value too rapidly for the conductor connecting the points 
to prevent the spark. When a lightning discharge tends 
to take place between a cloud and the earth under the 
conditions which obtain at AJB, it is usually possible to 
prevent it by a lightning conductor; but when the ^con- 
ditions are similar to those which obtain at ah, an ordinary 
lightning conductor is of no service. 

If, for example, a positively charged cloud, A, Fig. 271, 
hangs over the earth B, and if the 
A charge on A increases, or the dis- 

tance between A and B decreases, 
the difference of potential between 
„ A and B may rise to sparking 
valne, and ultimately a spark may 
pass between the cloud and the 
earth under the same conditions as 
between the terminals A, of the machine. A metal 
conductor L, well connected to earth, would prevent this 
discharge by inductive action, or if discharge took place 


6 

Fig. 271. 
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B 

Fig. 272. 


between A and the top of the conductor the discharo*e 
would be carried by the conductor without the damage 
that would result to a tree or building of badly conduct 
mg material which might in the absence of the conductor 
be struck by the discharge. 

Suppose, however, that a positively charged cloud, ^ 
Fig. 272, hangs over the earth with an uncharged cloud, a, 
between it and the earth, and that 
a long conductor, L, serves to 
equalise potential between a and 
the earth. Then, a lightning flash 
or spark may pass between A and 
a, and when it does pass the elec- 
trical equilibrium between a and B 
is suddenly disturbed, and a diffe- 
n , , , rence of potential sufficient to cause 

a flash to pass between a and the earth may be suddenly 
set up. A flash produced in this way reseihbles, in the 
conditions of its production, that which takes place 
.experiment of Fig. 270, and may strike 
through the air or through any non-conducting mass 
between a and the earth, in spite of the presence of the 
conductor L. In fact lightning is oscillatory of high fre- 
quency so that the impedance of the conductor (Ch XX 
may become very large and the lightning may therefore 
spring from it to neighbouring bodies. 

The general conclusions as to lightning conductors seem to be- 

(a) They should he of iron ribbon as free from joints and sharn 
bends as possible. Several such conductors should be used, so that 

from r H f They should be insulated 

from the walls and good deep wet earth connections should be made 
independent of gas or water pipes. The conductors may be con- 
nected by barbed wire run round the eaves and ridges. ^ 

(&) All external metal work such as spouts, etc., should be con- 

the lightning conduct 

(c) For an ordina^ house a cheap yet satisfactory method is to 
run common galvamsed iron telegraph wire up arf the eornera 
along all the ridges and eaves, and over all the chimneys, taking 
these wires dovm to the earth at several places, and at ^ch pS 
burying a load of coke round the wire. piace 
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140 Causes of Atmospheric Electricity.— The whole ques- 
fcion of atmospheric electricity, its origin, the 
thimder-oiouds, the causes of their elec tnh cation and other details 
are, at present, to a large extent, matters of speculation rather 
than of exact knowledge. Modern ideas on the^ subject cannot be 
clearly dealt with at this stage, but will appear m later chapters. 

One theory attributes atmospheric electricity to the processes of 
evaporation, vegetation, and combustion, 

that the water vapour arising from water on the surface of the 
earth carries a positive charge with it. leaving the water and the 
earth negatively charged ; the processes of vegetation and com- 
bustion are also supposed to carry into the air a positive electritica- 
tion Experiments indicate, however, that these operations are 
insufficient to account for all the observed phenomena, and even 
the work of various experimenters is inconsistent in this respect. 

It has been known for some time that the splashing of liquids 
results in electrical separation. Thus, if water falls on a metal 
plate the air around becomes negatively electrified, the spray 
positively electrified ; but salt water produces an opposite result, 

the air becomes positively charged, and the spray I^gatl^^ly 
charged. Further, Dr. dimpson has recently shown that when 
pure water is broken into drops by means of an air jet electrical 
separation ensues, the water exhibiting a positive charge, buck 
exWiments have led to the suggestion that water in the atmo- 
sphere may be broken up by air currents, etc,, and the electrilica- 
tion partly accounted for in this way. i . •r. 

Bister and Geitel have put forward the idea that the electrmoa- 
tion of the air is due to ultra-violet rays from the sun, such rays 
having been shown to have the property of dissipating a negative 
charge from dry ice and other substances. • • • • j 

Other suggestions emphasise the point that the air is tomsed 
(Chapter XXIII.) by ultra-violet light, radio-active emanations, etc. ; 
such ionisation, as will be seen later, accounting for its conduc- 
tivity; Further, it has been shown that the process of condensation 
jj^QQQggj'tates some nucleus, e.p. a dust particle ^ and it is now known 
that the positive and negative ions in an ionised gas perform this 
function, the negative ions being superior to the positive ions in this 
respect. Condensation occurring in this way will thus produce elec- 
trical separation, the negative being brought down as rain charged 
neo-atively ; the latter is more or less supported by experiment. 

The reader will follow these points better in later chapters j but 
the 'whole perplexing subject of atmospheric electricity is still in a 
state of flux. 

141. The Aurora.— ’The Aurora is a luminous effect 
visible in polar regions; in northern regions it is called 
the Aurora Borealis or Northern Lights, and in southern 
regions it is called the Aurora Australis^ 
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The Aurora is probably au electric discharge (similar to 
discharge in low vacuum) in the upper regions of rarefied 
air. The appearance is very varied. It frequently con- 
sists of an arch of pale light with a characteristic quiver- 
ing appearance, and may consist largely of streamers of a 
light rose colour radiating from a polar centre, but the 
streamers vary in colour and intensity. The spectrum 
shows a characteristic yellowish green line, probably due 
to krypton, one of the rare inert gases in the atmospheio ; 
and, since the lines of other constituents of the atmosphere 
have also been detected, the facts support the view that 
the phenomenon is due to the passage of an electric dis- 
charge through the atmosphere. The percentage com- 
position of the upper rarer regions of the atmosphere is, of 
course, probably quite different from that of lower regions. 

Franklin put forward the theory that the discharge was 
caused by differences of potential between the cold air 
near the poles and the currents of warmer air and vapour 
from the equator ; but a more recent theory, due to 
Arrhenius, suggests that the phenomena are due to streams 
of electrons discharged from the sun, which, under the 
influence of the earth’s magnetic field, tend to rotate 
round the lines of force, and to move towards the pv)iar 
regions. The Aurora is certainly closely associated with 
magnetic storms, and is most frequent during periods of 
maximum sunspots. 

SKercises XX. 

Section B. 

(1) Why does a sharp point attached to an electrical machine 
prevent a high potential being’ obtained while a knob has no such 
effect ? Describe some practical application of this action of points. 

.. ■'{B.E.). 

(2) Describe some apparatus by which an indefinitely large quan- 

tity ol electricity can be obtained by means of electrostatic induc- 
tion from a minute initial charge. (B.E.) 

(3) Two equal soap bubbles, equally and similarly electrified, 

coalesce into a single larger bubble. If the potential of each bubble 
while at a distance from the other was P, what is the potential of 
the bubble formed by their union ? ( ilE.) 



Section C. 

(1) Briefly enumerate the different kinds of electric dis^ar^e^^^ 

describe their differences. (Inter. be. 

(2) Give a brief sketch of some method by which the electrical 

potential of the air may be measured. •> 

m In using the quadrant electrometer it is usual to keep the 
Lnt for raising or lowering to the required value. (U-bo-) 


Exercises II. 

T»_nMal 87-6 lb. (b) 16; 686 ; 810 dynes. 

(2)U Q = 30-9015 C.G.S. umts. 

(c) 24-623 cm. (8)7:11. (4) f = 2a-\/: E^ . 

(6) 370-3. (7) -0076 dyne. 

0.-(l)1167. ,-i^ the 

(2) If r = distance between the centres, S — 8iJ ^ > 

direction is inclined at tan'' | to the line joining the 
centres. 

(8) 160 ergs. (6)3-8. (6)1:3-82. 

XSxercises III. 

» /II Bd.. SI. 36 (2) 13-66 min. (3) 64; 126. 

“•"Sw mw- 

(j__(l) ( 160^2 + 43) degrees ; (160^/3 + 60) degrees. 


(7) 24, 



ANSWEES. 


I d,™. 

(2) 1 dyne j parallel to the line joining the two charges. 

(3) 3^3;^ dynes, where Q = magnitude of each charge and 

d = side of hexagonal base. 

(4) 8 s/27 8^1+ (3)6. 

(7) 4’9. (8) _ — om. 

6r X 10^ 

(10) Charges on ^ = 0 and 98 |i charges on B = 98 | and 

Force on ^ = 197 dynes. ^ ® ’ 

(11) 6‘t. (12) 1-67 seconds. 

(13) 33 ; 6. (14) 16. 

(4) 376 O.G.S. units ; 833| C.G.S. units. 


Exercises VII. 

B. — (1) 10 cm. ; 12 om. (2) 1 : 16. 

(4)6|ergs. (6)84:826. 

(7) Three in parallel with one in series. 

C. — (1) ‘01125. (2) 5:4; equal. 

ah 


(7) 95-68. 


(3) 25:24. 
(6)1:9. 
(8) 1 : 1*4. 


(3) 121 : 400. 


(4) F. 


h — a* 
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I ??■ AND “B” positions of Gauss, 

■A' i.S6' 

a rays, ii. 4S6, 440, 441 j ^ 

Determination of elm and v for, 
n.443 ' . , . 

Determination of e and w for, u. 
*’ * 44'4 

Identity with helium, ii. 446 ^ 
AbsoliUe determination of current resist- 
ance and E.M.D., 346-349 ^ ^ 

Absolute determination of “H, i. 119- 
121, 147 

Absolute determination of M,” i. 126 
Absolute electrometer, i. 322 
Absolute units (see under the various 
quantities)^ ^ 

Accumulators, ii. 162 

Aclinic line, i. 151, 162 

Action of a magnet in a non-umform field, 

• gg 

Action of a magnet in a uniform field, i. 64 
Action of a magnet in two magnetic fields 
at right angles, i. 86, 87, 88, 89, 90, 91 
Aether, the, etc., ii. 369, 374i 471, etc. 
Agglomerate Leclanche cell, ii. 12 
Agonic lines, i. 161, 162 
Alternating current circuits, Power m, 
ii. 323 _ . . , 

Alternating current, Transmission by, u. 
333a 

Alternating E.M.F.’s and Currents, ii. 
Oh. XX. 

Average values of, ii. 244, 320 
Calculations on, 326a 
Graphic representation of, ii. 318 

Maximum values of, ii. 243, 320, 321 
Yirtual values of, ii. 319 
Alternators, Single, two and three phase, 
ii. 333 

Ammeters, ii. 108 

„ Hot wire; n. 133 
- , Shunts for. ii. 110 

. _ , Siemens, ii. 110 

„ , Weston, ii. 110 

Ampere, International, ii. 34 
„ , The, h. 33, 34 

,, , Virtual, ii 322 

Ampere-hour, ii. 34 
,, -turns, ii. 310 
Ampere’s Laws, ii. 101 
” Eules, ii. 16, 19 


Amplitude, i. 69 
Angular acceleration, i. 70 
„ displacement, i. 70 
Anion, ii. 20 
Annual changes, i. 162 
Anode, ii. 20 

Arago’a experiment, ii. 249 
Armature, ii. 270 

„ winding, u. 272 
Atmospheric electricity, i. 362-370 

„ , Causes of, i. 369 

Atom, Disintegration of, ii. 446-466 
„ , Energy in, ii. 462 ^ .. 

„ , Number of electrons m the, ii. 4/ 2, 

and Appendix, 2 
„ of electricity (see Electron) 

Atomic number, ii. 475, 606 
Atomic structure, Bohr, ii. 476, 477 
,, , Peddie, ii. 477 

„ , Eutherford, ii. 473 

j, „ , Thomson, ii. 472 

Attracted isc or absolute electrometer, 
i. 322-329 
Aurora, i. 369 

B A. ohm, ii. 42, 346 
. jS Eays, ii. 436, 440, 442 
8 Eays, Determination of efm and v for, 
11.443 

Balance, Kelrin current, ii. 107 
„ , Torsion, !. 103, 311-315 

Ball-ended magnet, i. 3 
Ballistic galvanometer — y 

Correction for damping in, ii. 116 
Finding constant of, ii. 247 
Moving coil, ii. 114 
Moving magnet, ii. 112 
Ballistic method of measuring permea- 
bUity, U. 301 
Bar and yoke, ii.^ 312 
Barlow’s wheel, ii. 249 
Batteries, ii. 16, 60 

,, /Efficiency of, H. 127 .. 

, Measurement of resistance of, 
ii. 214 ^ 

Benko Batteries, ii. IS 
Bichromate cell, Poggendorffi’s, ii. 10, 11 
Bi filar suspension of magnet, i. 72 
Biot and Savart’s experiment, ii. 67 
Biot’s experiment, i. 196 
Blondlot’s experiment, ii. 
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Board of Trade Unit, 5i. 45 
Bound and free charges, i. 193, 214 
Boundary conditions (electrostatic), i. 275 
„ ,, (magnetic), ii. 298 

“Broadside on ” position, i. 87 
Brush discharge, i. 362 
Bunsen’s cell, ii. 10 

^ABLB faults, Testing of, ii. 232a 
V Calibration of Bridge wire, ii. 207 
Oallendar and CrijB&ths bridge, ii. 210 
Canal rays, ii. 394 

Capacities, Comparison of, i. 331-333 ; ii. 
230,376 

Capacity, e.m. unit of, i. 233, 286 
,, , e.s. unit of, i. 233, 286 

,, , Measurement of, in e.m. units, 

ii. 228 

,, , Practical unit of, i. 233, 286 

„ of accumulator, ii. 166 

,, of a condenser, i. 286-287 

„ of a cylindrical condenser, i. 294 
,, of a plate condenser, i. 292, 293 
„ of a spherical air condenser with 
inner conductor earthed, i. 
296, 297 

„ of a spherical condenser, i. 291, 
292 

„ of a spherical conductor, i. 234 
,, of a submarine or concentric 
cable, i. 294, 296 
Capillary electrometer, ii. 166 
Carey Foster bridge, ii. 209 
Causes of atmospheric electricity, i. 369 
Causes of the earth’s magnetic field, i. 
168-165 

Cavendish’s proof of the law of inverse 
squares, i. 815 316 

Cell, Chemical theory of simple, ii. 4-7, 

■ 147 

,, , Copper and zinc, ii. 2-4 
,, , Theories of simple, ii. 147 
Cells, Concentration, ii. 169 
,, , E.M.P. of reversible, ii. 163 
,, , Grouping dissimilar, ii. 67 
„ , „ similar, ii, 60 

, , , Measurement of resistance of, ii. 216 
„ , Secondary, ii. 162 
,, , Yarious, ii. 8-16 
O.G.S. electromagnetic unit of capacity, 
i. 233, 286 

O.G-.S. electromagnetic unit of potential, 
i. 225 j ii. 36, 37 

O.G-.S. electromagnetic unit of quantity, 


O.G.S. electrostatic unit of capacitv V 
233,286 * 

O.G.S. electrostatic unit of potential i 
226 ’ 
O.G.S, electrostatic unit of quantity, i. 
223 

Charge, Magnetic effect of movinff ii 
467 

Charges on hollow bodies, i. 202-208 
Charging by induction or influence, i. 194 
Chemical effects of a current, ii. 20-25 
Choking coils, ii, 324 
Chromic acid cell, ii. 11 
Clark’s Standard Cell, ii. 13 
Clausius’ ionic theory, ii. 7 
Coefficient of magnetisation, specific, ii 
813 

Ooefficient^of mutual induction, ii. 253 
and self-induction, comparison of, ii. 288 
Comparison of, by Maxwell’s method, 
ii. 288 

Measurement of, by Carey Foster’s 
method, ii. 286 
of two solenoids, ii. 264 
Coefficient and mutual induction, Com. 
parison of, ii. 288 
of a solenoid, ii. 251 
of coaxial cylinders, ii. 262 
of parallel wires, ii. 252 
of recombination, ii. 483 
of self-induction, ii. 260 
Coefficients of potential, capacity, and 
induction, i. 266-268 
Coefficients of self-induction — 
Comparison of, by Maxwell’s method, 
u, 286 

Comparison of, by Niven-Maxwell 
method, ii. 286 

Measurement of, by Anderson’s method. 

U.282 

Measurement of, by Eayleigh-Maxwell 
method, ii. 278 

Measurement of ,by Eimington-Maxwell 
method, ii. 2S0 
Coercive force, i. 39 * 

Ooercivity, i. 8 

Coherer, The, ii. 361 

Coil rotating in magnetic field, ii. 241 

Comparison of— 

capacities, i. 331-333 j ii. 230, 376 
currents, li. 36, Ch, XII., 224 
E.M.F.’s, ii. 222 

magnetic fields, i. 71, Ch. III. ! ii 
244 ^ 

magnetic moments, i. 71, Oh. III. 
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Compansp of— , _ 

magnetic poles, i. Oil. iii* 
motual inductances, ii. 288 
resistances, ii. ,202 
self -inductances, ii. 285 ^ 

Compass, Errors and corrections of, i. 

Composition of magnetics, i. 42, 43 
Concentration ceils, ii. 169 
Condensation experiments, Miliikan, n. 

Condensation experiments (Thomson and 
Wilson), ii. 401 

Condenser— . „ 

Action of, in induction coil, n. 269, 

Current in the charge and discharge of 
.a, ii. 268 

Osciliatory discharge of, ii. 260, 354 
Time constant of, ii. 214 
Condensers, i. 284-307 , 

„ , Principle of, i. 284, 285 

, Types of, i. 299-303 
Conductance, li. 42 
Conduction in- 
electrolytes, ii. 139 
gases, ii. Oh. XXIII.^^ 

,, , magnetic field, ii. 488 
metals, Electronic theories of electrical, 
ii. 481 ^ ^ 

metals, Electronic theories of thermal, 
ii. 4^ 

two dimensions, u. 69 
Conductivity, Equivalent, li. 141 
Conductors and insulators, i. 176 
Constant of ballistic galvanometer, De- 
termination of, ii. 247 
Contact potential, Electronic theory of, 
ii. 486 

Contact theory, ii. 147^ 

Convection discharge, i. 199 
Oopperplating, ii. 26 ^ ^ « -o- » • 

Corrections in determination of H, i. 
121-126 

Coulomb, i. 223 5 ii. 83, 34 
„ . International, ii. 34 

Goulomns Law, L 261, 254 

torsion balance, 1. 103j 811-315 
Couples between small magnets, 1. 88, 89, 
90,91 , 

Critical pressure and spark discharge, 1. 
358-360 

„ temperature, i. 47 . 

Crystal structure and X-ray ditraction, u. 
498 


Onrie*s Law, i. 42 j ii. 102, 313 
Current — .. 

Absolute measurement or, n. 849 
Alternating, ii. Ch. XX. 
balances, Kelvin, ii. 107 
circuits and equivalent magnets and 
shells, ii. 82 ^ ^ , 

Decay of, in circuit with inductance and 
resistance, ii. 267^^ 

Field due to circular^ ii. 70, 71, 72 
Field due to linearj li. 67 
Field due to solenoidal, ii. 76 
Growth of, in circuit with inductance 
and resistance, ii. 265 
in the charge and discharge of a con- 
denser, ii, 258 ^ . T j. 

in a circuit with resistance, inductance, 
and capacity, ii. 260 
Ionisation, ii. 421 

Measurement of, ii. 86, Oh. XII., 2^4 
Measurement of, by potentiometer, u 
224 

Saturation, u, 426 
sheets, ii. 69 
strength, ii. 69 

, e.m. unit of, ii. 38 
,, , e.s. unit of, ii. 32^^ 

,, .practical unit of, ii. 33, 34 
Currents, Induced, in Oh. XVII. 

Average value of, ii. 244 
Instantaneous value of, ii. 243 
Maximum value of, ii. 243 
Cymometer, The, ii. 374 

D aily changes, i. 160 

Damping m ballistic galvanometers, 
ii. 116 

Damping in galvanometers, ii. 86 
Daniell’s cell, ii. 8, 9 
Decay of current, li. 267, 260 
Decimation, i 137, 138, 139, 161 
Deflecting magnetometer, 1. 113 
Demagnetising effect of poles, i. 9 
Density of charge, i. 199 ... 
Dependance of charge on dielectric, 1. 201 
Detectors of electromagnetic waves, ii. 
368-365 

Determination of ** H or “ M by trac- 
ing lines of force, i. 127 
Diacritical current, i. 24 
Diamagnetics, i. 40, 42 

„ , Movement of, 11. 296, 296 

Diamagnetism, Electronic theory of, ii 
490 

Dielectric, i 183, 184 
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Dielectric constant, i. 287 
and index of refraction, Belation be- 
tween, ii. 376, 478 

Measurement of, i. 33 1-340 ; ii. 230, 376 
Dielectric resistance of cable, ii. 49 
Dielectric resistance of condenser, ii. 211 
Dielectric sphere in a uniform field, i. 

277-28U * 

Dimension ratio, i. 22 
Dimensions of units, ii. Ch. XXI. 

Dip circle, i. 142 

Dip, Determination of, by dip circle i 
141,143-147 

Dip, Determination of, by induced cur- 
rents, ii. 244 
Dipping needle, i. 141 
Discharge in gases at low pressure, ii. 391 
Displacement in the dielectric, i. 246, 250 
Disruptive discharge, i. 362 
Dissociation theory of electrolytic conduc- 
tion, ii. 39 

Distribution of charge, i. 197, 198, 199 
„ of magnetism along a bar 
magnet, i. 110 j ii. 247 
Dolezalek quadrant electrometer, i. 322 
Doublets, i. 84, 274 
Dry cells, ii. 12 
Duperrey’s lines, i. 161 
Dynamo, Average E.M.F. of, ii. 273 
„ , Principle of, ii. 270 

j> , Series, shunt, and compound 
wound, ii. 274 

Dynamometer, Siemens’, ii. 103 
it i Weber’s, ii. 105 

E AETH inductor, ii. 246 
Edison-Lalande cell, ii. 13 
Efficiency of accumulator, ii. 166 

„ of battery, etc., ii. 127 

„ of lamps, ii. 130 

,, of transformers, ii. 332 

Electric density of aether, ii. 370 

„ doublet, 1. 274 

„ elasticity of aether, ii. 369 
,, field, lines and tubes of force and 
induction, i. 208 

„ oscillations, ii. 260a, Oh. XXII. 

„ screens, i. to 

„ strain, i. 246, 260 
,, ^ strength, i. 356 

Electrical capacity, i. 232 
„ images, 268-272 

„ mass, ii. 469 

„ potential, i. 180, 184, 188, 224 

„ pressure, i. 177, 182, 188 | 


Electrical tension, i, 186 
Electrification of gases, i. 218 
Electrified sphere, Motion of an, ii. 4G7 
Electro-chemical equivalent, ii. 35 
Electrode, dropping, ii. 153 
Electrode pofceutiais, ii. 165 
Electrodes, ii. 20 

Electrodynamometer, Siemens’, ii, 103 

•PT Mj- » Weber’s,’ ii. 105 

Electrogilding, n. 25 
Electrolysis, ii. 20, 21-26, Gh. XIY 
Electrolysis, Faraday s laws of, ii. 136 
Electrolyte, ii. 20 
Electrolytic conduction, ii. 139 

resistance, Measurement of 
11 . 220 * 
Electromagnetic theory of light, ii 36i 
369, 376, 381, Oh. XXV. ‘ ’ 

Electromagnetic waves, ii. Oh. XXII 
along wires, ii. 373, 388 
Commercial methods, ii. 362 
Experiments on, ii. Oh. XXII. 
generated by oscillator, ii. 370 * 

Laboratory methods, ii. 360 

Mathematics of, ii. 377-389 
Reflection of, ii. 369, 372, 386, 388 
Velocity of, ii. 359, 368, 369, 374, 381 
Electromagnets, i, 8 
Electrometer, Capillary, ii. 155 
Electrometers, i. 316-329 
Electro-motive force, ii. 37 
Absolute measurement of, ii. 349 
Alternating, ii. Oh. XX. 

Average value in rotating coil, ii. 244 
Back, ii. 124, 139 

Calculation of, from thermo- chemical 
data, ii. 128 

due to difference in concentration, ii. 
129 

in a thermo-electric circuit, ii. 176 
Induced, ii. Oh. XVII. 

Instantaneous value in rotating coi! 

n. 243 ’ 

Maximum value in rotating coil, ii 243 
Measurement of, ii. 222 
Electro-motive Intensity, i. 366 
Electron theory, i. 31, 32 j ii. Oh. XXV. 
Electronic theory applied to — 
dielectric constant and refractive index 
n . 478 

Mectrical conduction in metals, ii. 481 
Ettinghausen effect, ii. 489 
Ettinghauseu-Xernst effect, ii. 489 
Faraday and Kerr effects, ii. 495 
Hall effect, ii. 488 
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Electroaic theory applied to— 

Leduc effect, li. 490 . 

paramagnetisia and dianiagaetisai, ii. 
490 

tliermal conductivity, ii. 484 
tliermo-electricitjr, ii. 486 
Zeeman effect, ii. 493 , 

Electrons, i. 31, 176; ii- 34, 138, Ch. 

XXIII., XXIV., XXV. 
Electrons, Determination of elm, e 
. '. and m for — ■ , ' 

Kaiifmann’s Method, ii. 399 
Lenard’s Method, ii. 406 
Millikan’s Method, ii. 409^^ 

Thomson’s First Method, ii. 393 
Thomson’s Method with ultra-violet 
rays, ii. 407 

Thomson’s Second Method, ii. 398 
Wilson and Thomson’s Method, ii. 401 
Electrons, Number of, in atom, ii. 474, 603 
Electrophorus, i. 342-346 
Electroscopes j i. 179, 180 ; ii. 424 
Electrostatic induction, i. 1S3 

„ voltmeters, i. 329-331 
Electrostatics, i. 171 

Emanations, Radio-active, ii. 447, 448, 450 
** End on ” position, i. 86, 87 
End rules, i. 21 ; ii. 19 
Energy dissipation due to hysteresis, ii. 303 
,, in magnetic field of a current, ii. 
262, 296 

„ per unit volume of the medium, i. 
260 

Energy transfer from cell to circuit, ii. 
27,28,264 

„ , Units of electrical, ii. 44 

Equations of a field, referred to rect- 
angular coordinates, ii. 377 
Equipoteutial lines and surfaces, i. 98, 
229-232 

Equipoteutial lines of a simple magnet, i. 

■ 129 , 

Equivalent conductivity, ii. 141 

„ magnets and shells, ii. 82 
Errors in determination of “ H,” i. 121- 

m , 

Errors in metre bridge measurements, ii. 

20 , 6 . ■ ■ ■■■■ 

Ettinghansen effect, ii. 489 
Ettinghausen-Nernst effect, E. 489 

F arad (practical unit of capacity), i. 
233 

Faraday’s butterfly net, i. 196 


Faraday’s disc, ii. 249 
„ effect, ii. 496^ 

ice-pail experiment, i. 204, 206 
„ views on electrification, i. 176 

Faraday tubes — 

Energy and mass associated with, u. 

• 367 

Longitudinal tension and lateral pres- 
sure in, i. 264-266 

Magnetic field due to motion of, ii. 365 
of force, i, 60, 246 

Velocity of transverse pulse along, ii. 
368 

Faults in Cables, ii. 2B2a 
Ferromagnetics, i. 40, 42 
Field and potential gradient, i. 61, 242 
Field (magnetic) due to — 
circular current, ii. 70, 71, 72 
circular magnetic shell, i. 96 
linear current, n. 67 
magnetised sheet, i. 99e 
magnets, Ch. II. 
solenoidai current, ii. 76 
Field strength, i. 67, 58, 69, 240 
Figure of merit of galvanometer, u. 86 
Fleming’s oscillation valve, ii. 436 
Flux density, i. 33; ii. 291, 294, 308 
„ , Hibbert’s standard of magnetic, ii. 
247 

Force between— 
coaxial coils, ii. 102 
current-carrying conductors, u. 100 
electric charges, i. Oh. VI, 
magnet poles, i. 64 
magnets, i. 91 
parallel conductors, ii. 102 
Force on conductor in magnetic field, ii. 77 
„ on magnetic body in a magnetic 
field, u. 296 

Forces between small magnets, i. 91, 92, 
93,94 

Franklin’s theory, Modification of, i. 174 
„ „ of electrification, i. 174 

Free and induced potential, i. 190 
Frequency, i. 69, 70 

Fresnel and MacOullagh’s vibrations, ii. 
877 

Frohlich’s Law, i. 24 

**7 ” rays, ii. 29, 440, 441, 442 
Galvanometer — 
and 
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G-alvanometer — 

Coil constant of, ii. 93 
Correction for damping in, ii. 116 
Crompton, ii. 90 
Damping in, ii. 86 
Bead beat, ii. 86 
Duddell thermo, ii. 98 
Figure of merit of, ii. 85 
Finding constant of ballistic, ii. 247 
,, reduction factor of tangent, ii. 94 

Helmholtz tangent, ii. 96 
Kelvin astatic, ii. 

„ mirror, ii. 86 

Measurement of resistance of, ii. 219 
Moving coil, ii. 88 

„ „ ballistic, ii. 114 

„ magnet ballistic, ii. 112 
Beduction factor of tangent, ii. 93 
Sensibility of, ii. 85 
Shunts, ii, 98 
Sine, ii. 96 
Tangent, ii. 92 
Tibration, ii. 290 
Galvanometers, ii. 17 
Gauss, The, i. 60 ; ii. 310 
Gauss’s proof of the inverse square law 
for magnetic poles, i. 127-129 
„ theorem, 1 . 99a, 247-265 
Geographical meridian, i. 137 
Geometrical construction for the eqnipo- 
tential lines of a simple magnet, i. 
129,130 ^ ’ 

Geometrical construction for the lines of 
force of a simple magnet, i. ISO, 131 
Gibbs- Helmholtz equation, ii. 163 
Gilbert, The, ii. 311 
Gramme-atom, ii. 137 
„ -equivalent, ii. 137 
, , -molecule, ii. 137 
Grotthiis’ theory, ii. 7 
Grouping of condensers in— - 
general, i. 299 
parallel, i. 297, 298 
series or cascade, i. 298, 299 
Grove’s cell, ii. 9, 10 
Growth of current in a circuit, ii. 265. 258 
260 ’ 
Guard-ring condenser, i. 302 

O’ hypothesis, ii. 476 
11 Hall effect, ii. 488 
Heating effects of current, ii. 26, Oh. 
Kill. 

Heating effects of currents. Laws of. ii. 
119,121 * 



Henry, The, ii. 260 
Hensler alloys, i. 43 

Hertz’s experiments, ii. 368 

Hertzian waves, ii. 29, Oh. XXII 
Hibbert’s magnetic flux standard, 'ii 247 
Hofmann’s voltameter, ii. 21, 22 
Horizontal component of earth’s field i. 

137, 161 ’ * 

Hysteresis, i. 36, 39 

,, curve, i. 38 j ii. 303 
„ , Energy dissipation due to ii 

303 ’ 

„ tester, Ewing’s, ii. 311 

TMPBDAHOE, ii. 314 
1 Inc^ation or dip, i. 137, 138, 161 
index of refraction and dielectric constant 
Relation between, ii. 376, 478 ’ 

Induced charges, i. 183 
Induw^^B.M.F.’s and currents, ii. Oh. 

„ magnetisation in a sphere, ii. 294 
„ magnetism, i. 4; ii. Oh. XIX. 

I Inductance, i. 367 j ii. Oh. XVII. 

„ , Measurement of, ii. Oh 

XVIII.,. ii.376 

Induction- 

Magnetic^ i. 83, 99a 5 ii. 291, 294, 808 ' 
Mutual, u. 236 

„ , Coefficient of, ii. 263 
Self, ii. 237 

„ , Coefficient of, ii. 260 
Induction coil, ii. 267 

»> ) ^^2^ condenser in, ii. 269, 

„ , Coefficient of, i. 266-268 

ff , Laws of electromagnetic, ii. 
234 * 

Induction machine— 

Discharge from an, i. 362-362 
Principle of action of, i. 346-347 
Wimshurst, i. 349-352 
Inductive — 

action of the earth’s field, i. 165, 166 
cmcuit, Time constant of, ii. 266 

displacement, i. 181,183 

resistances in parallel, ii. 260 
Inductors, Hibbert’s standard, ii. 247 

„ , Standard earth, ii. 246 

T ,» solenoidal, ii. 246 

Insulated conducting sphere in a uniform 
field, 1 . 273, 274 
Insulation resistance— 

Measurement of, ii. 211 

of cable, ii. 49 
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Intensity of field, L 69, 62, 80-84 

intensity of magnetisation, i. 84, 04, oo, 

66; ii.Cb.XIX., ■ 

Interrupter, Electrolytic, ii. 269 

, Motor mercury, ii. 269 
1008^11-4,6,20 ^ .. 

in electrolysis, u. 139 
in gases, ii. 402,^421-486 

j Betermination of velocities 

”of’ii.”428. ' 

Ionic speeds, ii. 142 
Ionisation by collision, n. 4i30 

„ currents, ii. 421 

' , , Decay of, ii. 482 

of gases, li. Ob. XXIIJ. 

’’ of gases, Methods of, ii. 428 
** p^hotograpbs, ii. 435 

j, , Spontaneous, ii. 422 

Irregular changes, i. 162 
Irreversible energy transformators, u. 
39 

Isoclinals,^ i. 160, 162 
Isodynamic lines, 1. 161, 164 
Isogonals, i. 150, 162 

J OULE, The, ii. 35, 44 
Joule’s Law, ii. 121 

?? and **L” series of radiation, ii. 
414, 476 
Kathode, ii. 20 

„ rays, ii. 29, 392 

.. ... Determination of ejm and 

’ V for, ii. 396-401 

,, , Values of eand w for, ii. 
” 401-412 

Kation, u. 20 
Keepers, i. 8, 28 

Kelvin absolute electrometer, i. 322-329 
„ current balances, ii. 107 
,, energy unit, ii. 46 
„ quadrant electrometer, i. 316-322 
„ replenisher, i. 347 , 348 
„ standard condenser, i. 300, 301 
,, water dropper, i. 348, 349 
Kerr effect, ii. 497 
Kew dip circle, i. 141, 146 
„ magnetometer, i. 139-141, 147-149 
Kilowatt, ii. 35, 45 
„ -hour, ii. 36, 46 
Kirchboff’s Laws, ii. 63 
Application of, to cells in parallel, ii. 
67 

Appbcation of, to Wheatstone bridge, 
ii. 56 ' 


T ?? and ** K*’ series of radiation, u. 
ii 414,476 
Lag and lead, ii. 316 _ 

Laminated magnets, i. 23 
Lamps, Arc, ii. 131 
,, , Glow, ii. 130 

Latimer Clark standard cell, n. 13, 14 

Lecher’s wires, ii. 373, 388 

Leclancbe cell,^ u. 11, 12 

Leduc effect, ii. 490 

Left-hand rule, ii. 78 

Lenard rays, ii. 412 

Lenz’s law, ii. 235 

Leyden jar, i. 288-291 

Lichtenberg’s figures, i. 362 * 

Lifting power of magnet, i. 23, 99/ ; ii. 

298 .. 

Light, Electro-magnetic theory of, ii. 361, 
368, 369, 376, 381, 478 
Lightning, i. 365 

conductors, i. 366-368 
Lines of force, i. 10, 11, 12, 13, 14, 15 
„ „ and induction, i. 9, 19 
„ „ induction, i. 16, 17, 212 

„ „ magnetic longitude, i. 161 

Linkages^ ii. 240, 261, 264 
Local action and polarisation, ii. 7, 8 
Lodestone, i. 1 

Logarithmic decrement, ii. 116 
Longitudinal tension and lateral pressure 
in Faraday tubes,-i. 264-266 
Lorontz’s theory of electrification, i, 176 
Loss of energy on sharing charge, i. 238 

M ag CULL AGH and Fresnel’s vibra- 
tions, u. 377 

Magnet in non-uniform field, i. 68, 69 
,, in two fields at right angles, i. 
86-91 

,, in uniform field, i. 64 
„ , Lifting power of a, i. 99e j ii. 298 
Magnetic circuit, ii. 307 
„ ,, units, ii. 310 

„ cycle, i. 38, 44 

„ detectors of electromagnetic 

waves, ii. 363 
„ dip, i. 4 

„ effects of a current, ii. 16-20, 

Oh. XI. 

„ elements, i. 137 

„ equator, i. 161, 152 

„ field,!. 9 

„ due to circular current, ii, 
70-72 

„ „ due to linear current, ii. 67 
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Magnetic field dne to magnets and sliells 
Ch. 11. ^ ’ 

,, ,, due to solenoidal current, 

ii. 75 

„ ,, , IForce on conductor in, ii. 

77 

„ ,, of a current, Energy' in, 

ii. 262 

„ ,, of the earth, i. 137 

„ fields, Comparison of and mea- 
surement of, i. Ch. III. 

,j fields, Measurement of, by in- 
duction experiments, ii. 244 
,, flux, i. 60 

,, „ per unit area, i. 60 

,, „ standard,. Hibhert*s, ii, 

247 

„ foci, i. 164 

„ induction, i. 4, 6, 33, 99c ; iL 
291,293,308 
,, iron ore, i. 1 

„ lag, i. 39 

laws, i. 64 

„ maps, i. 160, 163, 166 

„ meridian, i. 3, 4, 137 

„ moment, i. 64, 65 

}, „ , Measurement of, i. 

Ch. III. 

„ moment, Resolution of, i. 79, 
80 

„ parallels, i. 163 

„ poles, i. 3, 161 

„ „ , Comparison of, i, Ch. 

„ potential, i. 61, 62, 63 

„ „ difference, L 62 

„ rocks, i. 164, 166 

„ shells, i. 94, 96, 96 

„ storms, i. 162 

,, tables, i. 161 

„ ^ variations, i. 160-162 
Magnetisation and dimensions, i. 44, 46, 
".■46' 

,, and magnetising force, i. 

48, 49, 60 

„ and stress, L 50, 61 
„ and temperature, i. 46, 47, 
48 

„ curve, i. 31, 36, 37 

„ induced in a sphere, ii. 294 
,, , Specific coefficient of, ii, 

813 

Magnetising force, i. 33 

If in ^ody, 

ii, m 


, Magnetite, 1. 1, 2 

Magnetographs, i. 166-168 

Magnetometer, Deflecting, i. llg-Hg 
», , Kew, i. 139, 147 

» ) Oscillation, i. 107 

Magnetometer method of measuring 
meability, ii. 298 ® 

Magneto-motive force, ii. 808 
Magneton, li. 313 

„ gramme, ii. 313 

. ..moment and Planck's con- 
staiit, u. 477 
Mass, Electrical, ii. 467 
Maxwell, The, ii. 310 

„ tubes of force, i. 60, 243 
Maxwell’s Corkscrew Rule, ii. 16 X7 
Measurements, Various {see under the 
specific quantity) 

Mechanical equivalent of heat, ii. 119 
„ equivalent of heat, Determin- 
ation of, ii. 122 

„ force per unit of surface area 
ot a charged conductor, i. 269 
Metabolons, ii. 448, 467 
»» , Table of, ii. 466 

Methods of making magnets, i, 19, so, 

Metre bridge, ii. 202 

»> > and corrections, ii. 

Migration constant, ii. 148 
Modern electron theory, i. 176* ii Ch 
XXIII.-XXV. 

Molecular rigidity, i. 27 

kV of magnetisation, i. 24, 

26,26,29,30,31 ’ 

Moment of mertia, i. 70, 71, 147, 148 
Motion of electrified sphere, ii. 467 
Motor, Principle of, ii. 274 
Multicenular voltmeter, i. 331 
Mutual induction, ii, 236 
Coefficient of, ii. 263 

>, I, , Measurement of, ii. Ch. 
XVIII. 

if it t of two solenoids, ii. 264 

NEGATIVE glow, H. 391 
It Nemst lamp, ii. 131 
Kemst-Ettinghausen effect, ii. 489 
Neutral temperature, ii. 170 
Mckelplating, H. 25 

Normal induction over a surface in an 
^electric field, i. 247, 249, 250 




O EESTID, The, ii.'Sli 
Ohm, The, ii. 41, 42 
Ohm, The 42, 346_ 

' Determination of the( B.A.method), 
:ii. 346 ; ■ ■ 

Determination of the (Lorenz me- 
thod), ii. 348 
„ , International, ii. 42 
Ohm’s. Law,, ii., 42 
Oscillation, i. 69 

„ magnetometer, i. 107 
, ' ,, ■ valve, ii. ■ ■ 

Oscillations, Period of, ii. 866, 356 
Oscillators, ii. Oh. XXII. 

Oscillatory discharge of condenser, ii. 260, 
354' .. 

Oscillograph, ii. 333a 
Osmotic pressure, ii. 166 

P ARAMAGNETICS, i. 40, 41, 42 
Paramagnetics, Movement of, ii. 295, 
296 

Paramagnetism and diamagnetism. Elec- 
tronic theory of, ii. 490 
Paschen’s Law, i. 360 ^ 

Path of energy in voltaic circuit, ii. 27, 
28, 264 

Peltier coefficient, ii. 172 
,, effect, ii. 172 

„ „ , Electronic theory of, ii. 

486 

Period of vibration of a magnet, i. 69, 70 
Permanent magnetism, i. 7 
PermeabiHty, i. 32, 33, 35; ii. 291-294 • 

„ , Ballistic method of measur- 

ing, ii. 601 

,, , Commercial methods of 

measuring, ii. 311 
„ , Magnetometer method of 

measuring, ii. 298 
„ , Other experimental work 

on, ii. 312 
Permeameter, The, u. 311 
Phase difference, ii. 316 
Photo-electric effect, ii. 406 
Piezo-electric balance or electrometer, i. 
,"218 

Piezo-electricity, i. 218 
Planck’s constant and moment of mag- 
neton, ii. 477 

„ theory of quanta, ii. 476 
,, universal constant, u. 476, 477 
plate condenser, Capacitv of, i. 292, 293, 
303-307 

Polarisation in the voltaic cell, ii. 7, 8 


Polarisation of the dielectric, i. 246, 260, 
276 

Polarity, i. 4 

„ , Induced, i. 6, 6 
Pole strength, j. 64 
Positive rays, ii. 417 
Post Office box, h. 204 
Potential analogies, i. 185-188 

„ and field due to uniformly mag- 
netised sphere, i. 84, 85 
,, at a point due to magnet, i. 76, 
77, 78 . 

„ . at a point due k> pole, i. 73, 7 

76,76 

„ at a point in an electric field, i. 
226,227 

„ at a point in the air, i. 362-364 
,, , Coefficient, i. 266-268 

„ difference, i. 189, 224 ; ii. 36 
„ difference and electrical force 

inside a closed charged con- 
ductor, i. 263, 264 
„ difference and spark length, 

365-360 

„ difference, e.m. unit of, ii. 36, 

„ difference, e.s. unit of, i. 225 
„ difference, Measarement of, ii. 
222 

,, difference, Practical unit of, i. 
226j ii. 36, 37 

„ due to neighbouring charges, i. 
190-194 

„ , Electrode, ii. 156 

,, energy of a charge, i. 237, 238 
„ energy of a magnet in a 
form field, i. 78, 79 
,, gradient, i. 62, 242 

„ of a sphere, i. 226 

„ of conductors in contact, i. 

235 

Potentials due to magnetic shells, i, 96 
Potentiometer, ii. 222 

,, , The Crompton, ii. 227 

Power in A.O. circuits, ii. 323 
„ , Units of, ii. 46 
Poynting’s theorem, ii. 28, 264 
Practical unit of capacity, i. 233, 286 
rarrent, ii. 33, 34 
inductance, ii. 260 
potential, i. 226 ; ii. 36 
quantity, I 223 ; ii. 33 
,, „ resistance, ii, 41. 42 

Precautions in determination of H,” 
121 126 

Precautions in metre bridge work, ii, 206 
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Pressure of Faraday tubes, Lateral, i. 264- 
266 ’ 
Primary cells, ii. 1-16 
Friucipie of condensers, i. 284, 286 
Pull on magnet faces, i, 23, 99/: ii. 298 
Pulsations, i. 162 
Pyro-electricity, i. 217 

Q TJADEANT electrometers, i. 316-322 
Quanta,” Theory of, ii. 476 
tj^uantity of electricity, i. 221 ; ii. 31 
e.m. unit of, ii. 33, 34 
e.s. unit of, i. 221 
Practical units of, ii. 33, 34 

R adiation, ii. ch. xxii. to xxy. 

>> ** ^ ” S'Ud “ L ” series, 

ii. 414, 476 

Radio-active changes — 

Explanation of, ii. 462 
General, ii. 446 

Mathematics of the changes, ii. 461 
The active deposits, ii. 453 
The emanations, ii. 448, 460 
The metabolons, ii. 448, 467 
Uranium X and Thorium X, ii. 448 
Radio-active constant, ii. 447 
,, „ elements, ii. 439, 466 

Radio-balance, ii. 198 
Radio-micrometer, ii. 198 
Rays — 

a, ii. 436, 440, 441, 444, etc. 

)3, ii. 436, 440, 442, etc. 

7 , ii. 436, 440, 441, 442, etc. 

6 , ii. 443 
X, ii. 392, 413 
Kathode, ii. 392, etc. 

Lenard, ii. 412 
Positive or canal, ii. 417 
Secondary X, ii. 414 
Reactance, ii. 3l7 
Reciprocal effects, i. 60, 61, 218 
Rectifying detectors of electromagnetic 
waves, ii. 364 

Reduction factor of galvanometer, ii. 93, 
4" 

Reflecting magnetometer, i. 113, 114, 116 
Refraction of tubes of force, i. 276-277 * 
ii. 298 

Relativity, Principle of, ii. 472 
Reluctance, ii. 308 
Residual effects, i. 290 

„ magnetism, i, 7 , 39 


I Resistance, ii, 26, 40 

Absolute measurement of, ii. 346 

349 > oio, 

Effect of temperature on, ii. 47 443 
e.m. unit of, ii. 41, 42 ’ 

Insulation of cable, ii. 49 
Laws of, ii. 47 

Measurement of, ii. Ch. XVI. 
Measurement of, by potentiometer, ii 
224 

Measurement of battery, ii. 216 
Measurement of electrolytic, ii. 220 
Measurement of galvanometer, ii. 219 
Measurement of high, ii. 211 
Measurement of low, ii. 214 
of wires, Measurement of, ii. 202 
Practical unit of, ii. 41, 42 
Specific, ii. 49 

Resistances in series and parallel, ii. 45 
Resolution of magnetic moment, i. 79 80 
Retentivity, i. 7 

Reversible cells, E.M.P. of, ii. 153 

energy transformations, ii. 39 

Right-hand rules, ii. 16, 19, 239 
Ring magnet, i. 29 
Robeson ball-ended magnet, i. 8 
Rontgen rays, ii. 29, 413 
Barkla and Dunlop, on scattering of 
ii. 417 ’ 

Diffraction by crystals, ii. 498 
Energy in pulse, ii. 416 
Secondary, ii. 414 
Theory of, ii. 414 
Rotary spark gap, ii. 368 
Rotating coil, ii. 241 

n ATURATION current, ii. 425 
O Screening effect of a cylinder, i. 36 
Secondary cells, ii. 162 

,, “X” rays, ii. 414 

Secular changes, i. 160 
Seebeck effect, ii, 169 
Self-induction, ii. 237 
Coefficient of, ii. 260 

„ , measurement of, ii. Ch. 

'XVIII.' 

„ , of coaxial coils, ii. 263 

}) , of parallel wires, ii. 262 

>» » solenoid, ii. 251 

Shells, Magnetic, i. 94 
Ship’s compass, i. 166 

„ „ errors, i. 1665 

Shunt-box, Universal, ii. 100 
Shunts and shunting, ii. 98 
„ for ammeters, ii. 110 
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SUverplating, ii. 25 ^ 9 R 

Simple gaivanic or voltaic^cell^, u. 8 
liarmonic motioii, 1 - /U 
SHdiiag concleBser, i. 303 
Solenoid, ii. 17-19 ,, 

Solenoidai inductor, n. 

Solenoids, Field insid©, u. /5 

Solution pressure,^ n. loo 

Spark discharge, 1. 3o2 :: 

Specific coefficient of magnetisation, u. 

„ heat of electricity, ii. 176 _ 

inductive capacity, i. /O'-l, 

' . 287, 334;^ ii. 230, 37o 

' 'resistance, ii. 49 

Spherical condenser, Capacity of, 1 . 291, ! 
■' 292 

Standard cells, ii. 13-lo , 

Standard condensers, 1 . 3U0-o0-< 

States of electrification, 1 . 

Steinmetz’s Law, 1 . 39 
StokesMhrmula, ii. 402 mi 212 

Strain m the medium, 1 . loo, 

213 

Stress in the medium, i. 212, 218 
ISw'ot'unifonnly charged 

SuecSSytV 8, 32. 34 ;.n 291-294 

Curie's experiments on, ii. oio 
Fleming and Dewar’s experiments on, 

Measurement of, ii. 298-301^^ _ 
Bowland’s experiments un, u • 

Weiss’ experiments on, II. 310 ^ 

Symmer’s theory of electrification, 1. 1/4 

T able of atomic data, ii. 508 

atomic weights, etc., ii. 506^ 
” ” QTiil i«stiln.tors. 1 


,, conductors and insulators, i. 

„ decUnation at London, i. 161 

* dimensions, ii. 341 ^ 

electrode potentials, n. 159 

* horizontal intensity at Lon- 

don,!. 161 , 

„ inclination at London, i. lol 

„ ionic speeds, ii. 146 
practical units, ii. 340 _ 

” radio-active transformations, 
” li. 469 ' __ , . 

specific resistances ^'Ud tenij- 
” perature coefficients, ii. 607 
„ velocities of gaseous ions, ii. 

429 


Tangent “ A ” position o|^aaB3,i. 87 

B ” position of G-auss, i. 88 
Telegraphy, iL 276 

,, , Wireless, n. 362 

Telephony, ii. 2765 , . 

Temperature, Critical, i. 47 , 

Neutral, ii. 170 

” , Else of conductor due to 

current, ii. 122_ 

Temperaturecoefficientr— 
of a magnet, i. 118 

of E.M.F., ii. 130, 154 
o*“"'>;|lLetnentof,u.2p4 
Tension of Faraday tubes, Longitudinal, 
i. 264-266 ^ 

Theories of electrification, i. d/4-l/o 
Thermal conductivity, Electronic theory 
of, ii. 484 

detectors of electromagnetic 
’ waves, ii, 364 .. iaq 

Thermo-couple pyrometer, ii. 198 
Thermo-electric circuits, Analytical treat- 
ment of, u. 196 
circuits, Laws of, ii. 170 
” circuits, Thermo-dyna- 

” mics of,^ U. 179 

currents, ii. 169 

i ’* curves, ii. 181 

” diagx-am, Preliminary 

” ideas on, ii. 177 

diagram, Representation 
of quantities on, ii. 
191 

diagram, Sign conven- 
” tions, ii. 188 

generators, ii. 199 
” power, ii. 170 

’V „ lines, ii. 184 

, Thermo-electricity, ’Application of elec- 
tronic theory to, ii. 486 
1 Thermo- milUarameter, ii. 198 

Thermopile, ii. 197 _ ^ 

Thomson coefficient, ii, 176 
i, effect, ii. 173 

„ , Electronic theory of, u, 

»j j) > 

L 486 

Thunderstorms, i. 364, 365 

Time constant of condenser, u. 214 _ 

g „ of inductive circuit, u. 250 

To’rsion balance,!. Ut3, 311-315 
B- Total intensity of earth a field, i. 13/ , ioD 
[)7 Transfer of energy from cell to circuit, 
ii. I ii. 28, 204^^ 

T Transformers, ii. 327 
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Transformers, Efficiency of, ii. 333 
„ , Theory of, ii. 327-333 

Transport ratio, n. 143 
Tubes of force, i. 18, 19, 59, 99a, 211, 240 
” 244 ^ 19, 99a, 212 - 217 , 

Types of condensers, i. 299-303 

■jJiJiriFORMLY charged infinite cylinder, 

ii it infinite plane, i. 

251 

TT«:* »» -i. . sphere, i. 250 

Unit capacity, i. 232, 233 
}) cells, i. 262-264 
„ current, ii. 32, 33, 34 
„ electric field, i. 240, 244 
„ inductance, ii. 250 
„ magnetic field, i. 67, 60 
,, pole, i. 54, 65 

„ potential, i. 61 , 62, 224, 226 • ii. 36 37 
„ quantity, i. 221 ; Ji. 33, 34 
,, resistance, ii. 41, 42 
„ tubes, Faraday’s, i. 245 
„ „ of force, i. 18, 69, 995, 211, 243 

„ of induction, i. 995, 240, 244 
units, Dimensions of, ii. 334-338 
„ , Irrationality of, ii. 338 
i, , Ma^etic circuit, ii. 310 
s, , Katio of e.s. and e.m., ii. 342 
„ , The Heaviside,’* ii. 352 
„ , Theory of, ii. Ch. XXI. 

Determination of, ii. 343 
Valves in Wireless, ii. 366 . 

Yap den Brook’s hypothesis, ii. 476 

V anoua capacities, i. 307, 308 i 

„ current effects, ii. 28, 29 
Telocity of electromagnetic waves (see < 
various sections of Ch. XXII.) 

Telocity of ions in electrolytes, ii. i42 
Velocity of ions in gases, ii. 428 
Terdet s constant, ii. 497 
Vibration, i. 69 
Tillari critical point, i. 50 
„ reversal, i. 50 

V irtual volts and amperes, ii. 322 
Volt, Internatioual, ii. 37 ' 

” 1. 225^^i^B6‘37 r 


Volt, Virtual, ii. 322 
Voltaic cell, Theories of, ii. 4 147 
Voltaic cells, ii. 2-16 ’ 

Voltameter, ii. 20 
Voltmeters, ii. 108 

■xr^u * 5?®ctrostatic, i. 329-331 

Voltmeters, Hot wire, ii. 133 

ft t Series resistances for, ii. 1 

„ , Siemens, ii. HO 

,1 , Weston, ii. 110 


Watt-hour, ii. 35, 45 

Wattmeters, ii. Ill 
Waves, along wires, ii. 373 , 388 
,, , Flectromagnetic, ii. Ch. XXII 
„ , motionj ii. 381 ’ 

„ , plane, li. 382 

Currents in branches of, ii. 55 
Measurements by, ii. Ch. XVI 

Sensitiveness of, u. 202 
Wiedemann effect, i. 61 
Wimshurst induction machine, i. 349-352 
Wireless telegraphy, ii. 362 

^^124^126^^ Theorems on, ii 

Work done in deflecting a magnet, i. 78, 
/y 

Wofk in car^g unit pole round a cur 
rent, li, 83 

^®^|^^ <|®P^acing conductor in magnetic 

Work of magnetisation, ii. 303 

Y rays, ii. 29, 413 
^ Diffraction by crystals, ii. 498 

Energy m pulse, ii. 416 
Scattering of, ii. 417 
Secondary, ii. 414 
Theory of, ii. 414 


Y^KE, Bar and, ii. 312 
effect, ii, 463 
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